j aut 
; f i] Weak: 
: in ‘4 We an 
aw wis Dita ah oh 
aa | 


Digitized by the Internet Archive 
In 2024 with funding from 
University of Toronto 


: _https://archive.org/details/39091521090120 


@y << .University Buildings 


Space/Cost Data 


were 


78a 


ated mi 


a H i an | a a i | hl i " ut ny iW Hi ih 


a ei) 


a me i i 


in i iy ' 
ite aan “iNek oh i ANN Mi 
Asan dl eee mana raid i nul WA Mi Pall Mile Mi 
Wie eras SHA Me mi I , i nee fn mi il i Hi i H i | 
ANH Gl is () ie ih Ne oy 4 ik ie 
1s a ah j ti ny i ' 
eh) | oe hati, ae nih Se at “it 
ii Sy (i ‘| ‘ i} fh. Wi an it 0h i ; Wy i 
en aa ae mh ’ oT 
| a Ht Men 
i {i Hh Ae i Ny ie i 
aah oe 
it | Wi A AA Mi iin we i 
| Cat i WH ih ‘at ty 
Mill i Sa UU LM i Na a 
i) tie, Abia it ni i anh) 
| ih i i i ANY Ma fh vi if iG mt i ti a 
ii neil hy it i vive ‘ti! } i } ih auth ae i By j uu Ce 
Ki Mi i ia 
et nent Hh | I ‘a i ‘i ni oy } ai 
alt | iN On a i f i i 
i Coa ae att he i en 
a | PA CHA CLT ) Te EU yay ott ae et 
Nb Hint MA DOTA DROME UT LIAR uf Won { i | 
My | i j | mt Hi ly | ‘ i ih | hi ' il) a ye ‘ i i 
| oe a th, 10 es ne aH fee Hs 
ROOM Bist a. Ne Hie ut ia " Heo i Ny 
uy ba hid ah if 
NaN a 
H | iy 
. it } , i He 
iH Ht | lil! a " wi 
iW! fa ; ‘ i 
| ii | ks aera 
in Hing | | Wah | a 
TO ] : , wel 
nny ah ean OO 
Wyiili _ i hi 
ih in ba 


University Buildings 
Space/Cost Data 


Capital Support Branch 
Ministry of Colleges and Universities 
Province of Ontario 


May, 1972 


RESEARCH TEAM 


J. Michael Plumb Architectural Services Officer 
Margaret Burr Capital Analyst 

Bonnie Buckland Research Assistant 

Brian McCreery Research Assistant 

James Julian Research Assistant 

Victor Kozak Research Assistant 


J. Douglas McCullough Director 


NOTE: The Department of University Affairs became the Department of Colleges 
and Universities on October 1, 1971 and the Ministry of Colleges and 
Universities on April 1, 1972. 


troduction 

lis report is a record of cost, space and descriptive data for capital projects at 
itario’s provincially assisted universities. The data include addition, completion, 
novation, alteration and new building projects funded through the Ministry of 
illeges and Universities, formerly the Department of University Affairs, between 
64 and August 1971. All data has been reported and validated by the institutions 
ncerned and since all reporting has followed a uniform format, meaningful, 

evant comparisons and interpretations can be made. 


ckground—funding and data gathering 

September of 1964 enrolment in Ontario’s universities totalled 44,852. Enrol- 
nt projections, however, indicated a 1970 enrolment of 112,000 and a 1975 
rolment of 136,000. Prior to 1964, capital grants were made to the universities 
sed on building programs as presented by the universities to the Government 

ce a year. This procedure was discontinued in 1965 and a project by project 
proval system was begun. The approval process from the beginning put the 

atest emphasis on an analysis of the building program. The universities were 
couraged to program carefully as it was felt that a clear enunciation of the need, 
2 scope, the use, the degree of utilization and the proposed cost of a facility, 

ated to academic programs, existing facilities and building costs in general 

uld provide a responsible, yet streamlined approval process. In order to encourage 
iversities to exercise the necessary cost controls, it was decided that 15% of the 
proved cost of a project should be contributed by the university from its own 

ids and that the remaining 85% would be from Government sources. It was 
pected that the universities would make every attempt to preserve their funds for 
long as possible by economizing as much as possible. Unfortunately, this did not 
ve to be the case. Unit costs began an upward climb while universities’ campaign 
ids dwindled. Expo 67, coupled with general affluence, across the board infla- 
mary trends, high labour settlements and, in some instances, unbridled enthusiasm 
‘monumentalism among universities and their architects, all contributed to the 
h unit costs of 1966, 1967 and 1968. The introduction of the interim capital 
‘mula in the 1969-70 fiscal year coincided with, and probably contributed to, a 
elling off and, in some cases, a diminution of unit costs. 


1968-69, the Government contribution to capital costs was raised to 95% and, in 
70-71, to 100%. In the meantime, the approval process and reporting forms UACP 
s. 1 to 8 had been supplemented in 1967 by Supplements A, B, C and D. These 
ditional forms were designed so as (1) to require the universities to retain qualified 


cost consultants who could be responsible for contributing creative cost control to 
the various projects, and (2) to provide a uniform and reliable reporting vehicle for 
unit building costs. 


Data sources 

The basic information presented in this report has been obtained for the most part 
from the UACP forms (University Affairs Capital Project) and their supplements 
used in the approval process. Copies of these forms are included in this publication. 
Space information is gathered initially from UACP Supplement A—Facility Analysis 
Detail—which is submitted with UACP No. 1—Request for Approval in Principle. 
The space is coded according to the Ontario Universities Physical Resources Survey. 
This space information, together with the cost information listed on UACP 1, along 
with the written programs, allows the Department to assess and analyze the 

request for approval against a background of existing facilities, unit costs, academic 
need, proposed utilization, and so on. Approval is given with the issuance of 

UACP 2—Approval in Principle. Receipt of UACP 2 is authorization for the uni- 
versities to proceed with preliminary drawings. When this phase is completed, the 
university requests Tentative Approval by submitting UACP 3 and Supplement B— 
Project Cost Element Analysis and Supplement C—Project Description. Supplement 
B allows the Department to examine unit costs of building elements and to compare 
them to similar element costs for similar building types. Supplement C, the 
description, demands that the architects and engineers describe in some detail those 
elements which might not be too explicit on preliminary drawings—both to the 
Government and, more importantly, to the university. 

Receipt of Tentative Approval—UACP 4—indicates that the preliminary drawings 
do reflect the original request for approval and that the cost appears satisfactory. 
The university now proceeds with working drawings and when they are complete, 
UACP 5—Request for Preliminary Approval—is submitted together with UACP 
Supplement B—Project Cost Element Analysis updated. Since both drawings and 
the supplements represent an updated stage in the project, they are examined as 
such and if satisfactory, a UACP 6—Preliminary Approval—is issued and the 
university puts the project out to tender. 

When prices have been received, a UACP 7—Request for Final Approval—with 
UACP Supplement D—Project Cost Plan updated (tender information) is submitted. 
If the amounts are not substantially different from those already agreed to, Final 
Approval—UACP 8—is given. When the project is finished, a Supplement D—Final 
Cost Report—is submitted. Jt is the Supplement D (either tender or final) that 
provides the basic cost information in this publication. There follows UACP Nos. 

1 to 8, together with a Definition of Terms and Supplements A to D for a project 
which went through all the stages mentioned above. 
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Definition of terms for UACP Supplements A, B, C and D 
COLUMN HEADINGS-~—used on Project Cost Element Analysis Form 


(a) “Element” — an element is defined as a major component common to most 
buildings, usually fulfilling the same function irrespective of its design, specification 
or construction. See also page 11. 


(b) “Quantities” — deleted. 


(c) ‘“Amount’’ is the estimated cost of a sub-element, based on latest known unit 
costs, excluding escalation allowances. 


(d) “Total” is the total cost of each element and the sum of the sub-elements. 


(e) “Rate” is the “Amount” reduced to the cost per square foot of Building Gross 
Area. 


(f) “Element as a percentage of the general contract” is the percentage of element 
when compared to the total estimated general contract amount—item 15. 


GROSS AREA~is the total area measured flat on a plan for each floor from outside 
to outside of exterior walls. It includes the actual areas of balconies and mezzanines 
where these occur within the exterior walls of the building. 


Floor areas of spaces extending through two or more floors shall be measured for 
the largest area at one level only. Such areas will not be factored as suggested by 
AIA, but the sums total should be identified, if significant, for assessment purposes. 


It includes all floor areas that have a headroom of six (6) feet or more, penthouses, 
machine rooms, enclosed connecting links, rooms below grade or sidewalks, true 
areas of columns, dormers and the like, provided these extend vertically for the full 
floor height. 


It excludes tunnels with less than 60” head room, exterior balconies, canopies, 
areaways, covered walkways, unenclosed exterior staircases and fire escapes, exterior 
steps and landings, patios, terraces, roof overhangs and cornices and enclosed 

areas without roofs. 


NET AREA is the gross area less areas occupied by columns, exterior and interior 
walls, partitions, pipe chases, elevator and service shafts, chimneys and chutes, 


service tunnels, and dog houses on roof. It includes areas required for service 
machinery and equipment, such as machine rooms, penthouses, kitchens, storaj 
rooms and similar areas. It includes circulation areas of lobbies. The Departmer 
University Affairs does not require calculation of this area. 


NET ASSIGNABLE AREA is the area which may be assigned to a specific acad 
administrative, or general university function. This area does not include | 
circulation and general service areas, such as corridors, staircases, restrooms, wa 
rooms, janitors’ closets, mechanical and electrical service rooms, building servic 


staff facilities and general storage areas. 


CLASSIFICATION OF PRINCIPAL USE OF SPACE 

It is suggested that as a guide for consistent space use classification, the principi 
use be identified on UACP Supplement A by the code number established in th 
Technical Memo 0-402 of The Ontario Universities Physical Resources Survey » 
Manual, prepared by Taylor, Lieberfeld and Heldman (Canada) Limited, dated 
February 5, 1968. This document has been distributed to all provincially assiste 
universities and should be available from their Physical Plant officers. 


In the assessment of a request for financial assistance for a capital project for ac 
demic, administrative or general university function, the Department of Unive 
Affairs will evaluate proposed net assignable areas summarized under the follow 
categories, as shown on page 2 simplified for manual use, but as referenced in t 
Technical Memo referred to above. 


The Supplement A form may be completed by either (a) entering in the columt 
Principal Use of Space the classification name as shown on page 3, or (b) enteri 
the equivalent code number. Normally each number represents the range of nut 
bers from 10,000 to 19,999 as established in the Technical Memo. 


Generally, the space or room requirements are organized in groups correspondi 
to the needs of a department or a functional unit. It is desirable that, where apy 
cable, the use of office space within such a department or unit be further ident: 
on Supplement A, as indicated in the enclosed Summary. 


ELEMENTS-—used on all Forms 
An element is defined as a major component common to most buildings, usuall 


fulfilling the same function irrespective of its design, specification or construct 
Because it is difficult to make hard and fast rules to determine exactly the exte 


each element for each case and for every type of building, the definitions given 
» teally definitions of principle; however, where any departure seems necessary 
se shall be clearly stated. 


lelements of cost analysis should be shown, but if no cost is attributable to an 


mment—‘Nil’ should be written in the cost column. 


INDIRECT AND GENERAL EXPENSES 


is element includes the contractor’s indirect and general expenses: 


) Indirect and General Expenses 
1. Access to site. 


. Hoardings and barricades. 


. Building permit. 
. Bonds—performance and payment. 
. Insurance—fire, public liability, payroll. 
9. Financing. 
10. Plant and equipment. 
» 11. Small tools. 
12. Watching. 
13. Final clean-up. 
-14. Restoring sidewalks, curbs, etc. 


16. Travelling and board. 

17. Double shifting and overtime. 
18. Job signs. 

19. Photographs. 


lf 


) Temporary Roads and Services 

1. Temporary fire protection. 

2. Temporary lighting, power and water. 
3. Temporary roads and parking. 


) Winter Conditions 
1. Winter heat and protection. 


) Head Office overhead and profit. 


. Site offices, storage sheds, latrines, canteens, etc. 
. Site office expenses—telephone, stationery, etc. 


2 
3 
4 
_ 5. Temporary steps, stairs, ladders, scaffolding, etc. 
6 
7 
8 


15. Supervision—superintendent, engineer, clerks, etc. 


20. Special consideration such as traffic control, road cleaning, etc. 


2. SUBSTRUCTURE 
(a)Normal Foundations—this element includes excavation and concrete and masonry 
for wall and column footings, column caps, grade beams, foundation walls and for 


weeping tile. 


Items excluded: slab on grade, excavation for basements, basement walls and 
waterproofing, caissons and piles. 


(b) Basement—this element includes the additional excavation and backfill required 
to construct a basement. 


Items excluded: basement walls and waterproofing, etc. 

(c) Special Foundations—this element includes caissons, piling, extra cost of exca- 
vating in rock, special shoring or dewatering, and other special foundation conditions. 
3. HORIZONTAL STRUCTURAL ELEMENTS 

(a) Slabs on Grade—this element includes the slab, fill under the slab, waterproofing 
and skim coat, or vapour barrier to the slab and small sump pits, construction, ex- 
pansion and waterproof points. 

Items excluded: final finish to the slab; machinery or boiler bases. 

(b) Suspended Floor Slabs—this element includes columns, beams, slabs, floor 

joists and sub-floors, base plates, anchor bolts and fireproofing for all suspended 


floors. 


Items excluded: floor finishes, ceiling finishes and columns, beams, slabs, etc. 
for the roof construction. 


(c)Roof Construction—this element includes columns, beams, slabs copings, rafters, 
purling, trusses, roof boarding, roof lights, etc. for the roof construction. 


Items excluded: roof finish, insulation, cant strips, flashings, roof drains, eaves- 
trough and rainwater leaders. 


(d) Roof Finish—this element includes the roof finish, insulation, cant strips, flash- 
ings, fascias, eaves, soffit, finish and barge boards. 
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4. EXTERIOR CLADDING 


(a) Walls Below Grade—this element includes walls (reinforced concrete, brick, 
block, etc.) including waterproofing, insulation and integral pilasters. 


Items excluded: wall and dado finishes, panelling, etc.) to the interior face of the 
wall. 


(b) Walls above Grade—this element includes all the wood, stone precast concrete, 
marble, facebrick, etc., and brick, block, tile or concrete backup, insulation, vapour 
barriers, strapping, dampproof courses, construction and expansion joints and any 
applied finishes to external exposed concrete, wood, parapet walls above roof line, 
etc. This element includes items associated with window openings, viz., lintels to 
support walls above, dampproof courses, caulking, ornamental exterior treatment. 


Items excluded: all finishes (plaster, paint, panelling, etc.) to the interior face of 
the wall. 


(c) Windows—this element includes aluminum, steel, wood, frames, sash and glaz- 
ing, hardware, mullions, transoms, sills, flyscreens, storm windows. 


Items excluded: venetian blinds or sunshades, valences, curtain tracks, curtains. 


(d) Exterior Doors, Entrances & Screens—this element includes wood, hollow metal, 
Kalamein, steel, bronze, aluminum and glass doors, roll-up shutters, revolving doors, 
metal and wood frames, sub-frames and sills, lintels, dampproof courses, precast 
concrete, stone, etc., surrounds, flyscreen and storm doors, decorations, caulking 
and special electric or hand-operated opening devices. 


This element also includes all store fronts, glazed screens, decorative and functional 
screens and louvres, doors, subframes, sills, lintels, dampproof courses, concrete 
stone, etc., surrounds, decorations and caulking. 


(e) Projections, Balconies, etc.—this element includes any item which, because 
of its existence, increases the area and cost of the exterior cladding. 
Examples are: 


(i) Overhangs. If one floor projects beyond the floor below it the exposed ceiling 
(but not the floor slab) will be included in this element. 


(ii) Balconies. Projecting balconies will be included in their entirety. Recessed 
balconies will include the cost of the balcony railing and the floor and ceiling 


finsihes to the balcony (not the building wall or floor slabs). 

(iii) Fixed and movable sunshades. 

As it is often difficult to distinguish between walls, doors, windows and screens 
in the case of curtain walls, the above is given as a guide. Certain elements may 
to be combined to avoid entirely arbitrary divisions. 

5. INTERIOR VERTICAL ELEMENTS 

(a) Permanent Partitions and Doors—this element includes wood or metal studs; 
clay tile, concrete block, poured concrete, plasterboard and drywall systems, to 
partitions, and all interior doors, together with vault doors, soundproof, refrigei 
tion, and fire doors found in permanent partitions, and the finishes to the door: 
Includes structural columns and furring. 


Items excluded: All finishes (plaster, paint, panelling, etc.) to the partitions. 


(b) Demountable Partitions and Doors—this element includes all demountable p 
titions whether metal or wood, glazed or unglazed, including doors and finishes 


(c) Glazed Partitions and Doors—this element includes all permanent interior gl 
dividing partitions and doors (such as at main entrances, forming vestibules), an 
borrowed lights. 

Items excluded: exterior screens and doors. 

(d) Folding Doors and Sliding Partitions—this element includes folding or rollin 
doors, screens and partitions that slide. 

6. MULTI-STOREY ELEMENTS 

(a) Stairs, Steps and Ladders—this element includes all the treads, risers, stringe 
landings, supporting framework, balustrades, handrails, soffit finishes, steps anc 
ladders. 

(b) Chutes, Prefabricated Chimneys 


(c) Catwalks—this element includes service platforms, ladders, handrails, catwal 
usually associated with laboratory buildings. 
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) Zlevators—this element includes all the passenger and freight elevators and 
vists, escalators, entrances, cars, guides, machinery and general contractors’ work 
provide bases, sumps, fixings, etc. 


INTERIOR FINISHES 


) Floor Finishes—this element includes all floor finishes together with bases, curbs 
at sinkages, frames and mats. 


> 


) Ceiling Finishes—this element includes all ceiling finishes, together with cornices. 
2ms excluded: Special illuminated or heated ceilings, valance boxes. 


) Wall Finishes—this element includes all applied finishes to walls and partitions. 
»ms excluded: Walls which are self-finished, when part of Element 5. 


) Special Finishes—this element includes such finishes as cork insulation for 
frigerators, lead lining for x-ray rooms, special murals and similar unusual floor, 
iling and wall finishes. 

i] 


*ms excluded: prefabricated cold and refrigerated rooms, sound chambers, etc. 
tl 


FITTINGS, FURNISHINGS AND BUILDING EQUIPMENT 


) Building Equipment—this element includes all special general service equipment 
on-instructional) which may be supplied under the general contract, such as 
tchen equipment, pneumatic tube despatch system, stage, swimming pool or 
undry equipment, etc. List items and amounts in Supplement C. 


)) Built-in Furniture—(non-instructional)—this element includes all fittings and 
imishings normally supplied under the general contract, such as: cupboards, 
yunters, benches, shelving, mirrors, washroom accessories, sculptures, planting 
)xes, magazine and record racks, tackboards and pinboards, etc., not used for 
aching purposes. 


) Built-in Furniture—(instructional) -this element includes all fittings and furnish- 
gs normally supplied under the general contract, as in 8 (b), but is for teaching or 
search purposes and includes chalkboards, projection screens, built-in seats, etc. 


) Built-in Equipment—( instructional) 
Supplied and Installed—this element includes all scientific equipment for teaching 
‘research which the university decides shall be purchased and installed under the 


general contract. (This equipment generally includes such equipment which requires 
special bases, anchoring, permanent services and/or building into the building fabric.) 


— Installed Only—(purchased by university)—this element includes the installation 
only of either existing or new equipment. Generally such equipment requires special 
bases, anchoring to or building into the building fabric or connecting to permanent 
services. 


9. CASH ALLOWANCES 


This element includes all cash allowances which are normally stated in the specifica- 
tion and which cannot be allocated to any specific element. These might include: 
Critical Path, Testing and Inspection of Materials, Finishing Hardware, Laboratory 
Furniture, etc. 


Design Contingency and Escalation Allowances never shall be combined. Depending 
on completeness:of preliminary drawings and accuracy of estimates, the Design 
Contingency should not exceed five per cent of the sum of all estimated items. If 
Escalation Allowance is included—describe rates in Supplement C. 


10. ALTERATIONS AND RENOVATIONS 


This element includes any items carried in the general contract of renovations and/or 
alterations in an existing building caused by erecting the new building next to it. 

If an existing building requires major alterations a separate estimate should be made 
for it. Where demolition of an existing structure or significant part of it is carried 
out by a separate contractor, carry this item in 11 (a). 


11. SITE DEVELOPMENT 


This element includes all work and services outside the building proper. Include this 
estimate as Element 11 if part of the General Contractor’s work. If the work is not 
part of the General Contract, include estimate as Element 17. 


(a) Demolitions, Site Preparation, Drainage—this element includes demolition of 
existing buildings or structures, grubbing, clearing and rough grading site for land- 
scaping, roads and walks. 


(b) Utilities—this element includes utility, energy and fire protection services for 
site distribution and for distribution to the face of the building. 
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(c) Utility Tunnels—this element includes excavation, backfill and construction of 
tunnels on campus site. Where tunnels are constructed as part of the building, 
include estimate in 3(a), but state estimated amount in 11(c) in Supplement C. 


(d) Roads and Parking Areas—this element includes all roads and parking lot con- 
struction, curbs, bumpers and pavement finishes. Show cost of temporary roads and 


parking areas in Supplement C. 


(e) Pedestrian Walks, Steps, Stairs—this includes all pedestrian walks, steps, stairs, 
handrails, paved terraces, pavement finishes if over roofs, etc. 


Exclude: walls not associated with above and street furniture. 


(f) Exterior Illumination—this element includes all exterior building and campus 
illumination for walks, roads and parking areas. 


(g) Furniture—This element includes all street furniture, such as benches, signs, 
sculptures, decorative flower pots, fountains, etc. 


(h) Ancillary Structures, Fences, etc.—this element includes fences, gates, small 
service and equipment buildings, functional and decorative retaining walls, func- 


tional ponds, covered walks and canopies, small bridges, etc. 


(i) Landscaping—this element includes final grading, seeding, sodding, planting, 
embankment construction, etc. State approximate areas in square feet. 


Exclude: concrete retaining walls. 


12. PLUMBING AND DRAINS 


(a) Plumbing & Drains, Roughing-in—this element includes all storm, sanitary, and 
hot and cold water piping systems within the exterior building walls. 


(b) Plumbing Fixtures & Hardware—this element includes all finished plumbing such 
as water closet bowls, basins, sinks, plumbing hardware, etc. Do not duplicate 


estimates for laboratory fittings, if carried elsewhere. 


(c) Fire Protection—this element includes standpipe, fire hose cabinets and sprinkler 
system within the building. 


Exclude: fire alarm system, if carried in Element 14 (g). 


(d) Special Services System—this element includes the various special plumbing 
systems, such as glass, and resistant waste, ionized water, liquid soap, waste 
neutralization facilities, etc. 


13. HEATING, VENTILATING, AIR CONDITIONING 


(a) Indirect Expenses, Overhead & Profit for the General Mechanical Subcontra¢ 
—this element includes all indirect site and general expenses, supervision, co- 
ordination, expediting, etc., and head office overhead and profit. Include here a 
for Element 12. 


(b) Heating System—this element includes all the supply and return piping, insul 
tion, hangers, fittings, valves, radiators, convectors, etc., required to radiate or 
absorb heat. 


(c) Air Conditioning—this element includes all plant or elements necessary to pr 
vide chilling and humidity adjustment to the environment of the building. It 
includes all applicable insulation to ducts. 


(d) Ventilation System—this element includes all the ductwork, fans, coils, dam 
grilles, cold weather and acoustic insulation, hangers, concrete basis, anti-vibrati 
pads, etc. 


(e) Controls—this element includes all the automatic controls to regulate the rac 
tion, ventilation and air conditioning systems. 


(f) Plant—this element includes the heating plant and all the accessory equipmet 
when located in the building. 


(g) Special Systems—this element includes the compressed air, vacuum, oxygen 
other gas and special facility distribution systems. 

14. ELECTRICAL 

(a) Indirect Expenses, Overhead & Profit for the General Electrical Subcontract 
this element includes all indirect site and general expenses, supervision, co-ordil 


expediting, etc., and head office overhead and profit. 


(b) Transformers & Main Distribution—this element includes the primary and si 
ary transformers and the distribution system to power service switches. 


Power and Lighting Distribution—this element includes the power and lighting 
stribution systems, panels, receptacles and outlets. 


) Lighting Fixtures—this element includes all lighting fixtures and tubes as 
pplied. 


) Underfloor Duct Systems—this element includes the complete underfloor duct 
tems for power, telephone, P.A., T.V. 


kclude: cellular decks that are included in 3(b). 

| 

\T.V. Systems & Equipment—this element includes antennas, towers, wiring and 
udio equipment for closed or open T.V. reception, monitoring or production, but 
es not include equipment used for T.V. instruction. 


clude: conduit, if carried in (e) or (g). 


} 


) Special Services—this item includes all special services such as: wiring and equip- 
ent as appropriate for P.A., telephones, radio, fire alarm, emergency lighting, con- 
ictions for kitchen, laboratory and other special teaching and research equipment, 
age lighting, doctors’ and nurses’ call systems, intercom, central dictaphone, auto- 
atic electric locks, provision for future expansion, etc. 


] 


«clude: conduit, if carried in (€) or (f). 


', GENERAL CONTRACT 
iis element represents the total budget of the completed General Contract. 


». FEDERAL TAX REBATE 

iis element indicates the amount of sales tax that will be recovered from the 
sderal Government. At present it is estimated to be four per cent of Element 15: 
:. General Contract tender or estimate. 


7. SITE DEVELOPMENT 


his element shall be completed for projects where site work is done outside the 
eneral Trades contract and yet considered to be part of this project. 


The arrangement of this element is identical to Element 11 (a) to (i). Please follow 
its sequence. The Design Fees shall be carried in 19 (b). 


18. TOTAL CONSTRUCTION COSTS 


This item represents the sum of Elements 15 and 17, and does include the Federal 
Sales Tax. 


19. RELATED BUILDING COSTS 


(a) Architect’s & Engineer’s Fees—indicate rates or estimated amounts for each 
individual contract with the Institution. 


(b) Specialty Consultant’s Fees—indicate rates or estimated amounts for each indi- 
vidual contract with the Institution. 


(c) Tests, Surveys, Site Representative—this element includes soil and topographical 
surveys, special investigations, clerk of works or site representative; material and 
systems tests, if not included in the General Contract. 


(d) Miscellaneous and Administrative—this element includes items that cannot be 
assigned to a, b, c or d, and yet are known costs. 


(e) General Contingency—the amount of this element varies. It is hoped that careful 
and responsible cost planning will maintain this amount to be less than three per 
cent of the estimated construction costs. In the Final Cost Report, any unexpended 
amounts should be shown here. 


20. TOTAL BUILDING COST 

This element represents the final costs of the General Contract and the Design and 
Administration expenses. 

21. FURNITURE, FURNISHINGS AND OFFICE EQUIPMENT 

This element includes all basic furniture, furnishings and office equipment. These 


items are normally supplied and installed by the Institution and should not be part 
of the general contract. 
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(a) Floor Coverings—this element includes broadloom, carpets, etc., that are con- 
sidered floor finishes in 7(a), but were not included there. It does not include loose 
carpets, etc., placed over finished floors. 


(b) Blinds, Black-out Services—this element includes venetian blinds, blinds, curtains, 
curtain tracks, etc., installed for functional and not decorative purposes. 


(c) Furniture, Furnishings, Fixtures—this element includes desks, tables, chairs, 
bookcases, drapes, loose carpets, etc., necessary for occupancy and operation of 
spaces by users. Include here Maintenance Equipment. 


(d) Office Equipment—this element includes all operational manufactured equip- 
ment, which requires periodic maintenance, e.g., filing cabinets, typewriters, 
calculators, dictaphones, computers, (unless used for scientific purposes), etc. 


22. EQUIPMENT 


This element includes all non-fixed basic instructional and scientific equipment nec- 
essary for the initial equipping of a newly constructed, and/or renovated space. 
Include all built-in or fixed equipment that has not been included in Element 8 
item D of the Supplement B. 


Individual equipment costing more than $10,000 and/or requiring special space or 
service considerations should be listed and identified in Supplement A, but not later 
than in Supplement C. 


In item (c) Element 22—Research Equipment—identify and relate to functional 
areas specific “project oriented research equipment” and “community or non- 
university service equipment’. Where the equipment is required for teaching, 
research and community service purposes, prorate and state the utilization per- 
centage in Supplement C. Ignore research and service components if less than 10%. 


Kitchen, cafeteria, gymnasium, etc., equipment are considered building equipment 
as per item (a) Element 8. 


23. TOTAL PROJECT COST 


This element represents the total planned cost of a completed project. It may not 


agree with the Estimated Total Formula Expenditure as calculated by the Department 


of University Affairs. 


| 


ee 


i DEPARTMENT: 5-68 ACP, 2 
@ UNIVERSITY prorotins 
oman AFFAIRS : APPROVAL IN PRINCIPLE 


ARCHITECTURAL SERVICES pores Cone te 


Director of Architectural Services 
Department of University sass: 
481 University Avenue 

Toronto 2, Ontario 


ee. of Universi, 
70h ” Afy 
oy 


oa 


Dear Sir: 


APPROVAL IN PRINCIPLE for hci tesla is requested for: 


University. of Ottawa 
Capital Project 
Name of Copital Project__Law Building 000 

location. South West Corner of Cumberland and Laurier Avenue 


eiitony menetid iss : 
‘Acquisition C] Renovation and Alteration | Addition Cy New Construction kx 


> 


The following estimated total net assignable areas will be: 


odded_ 112,156 sq. ft. 


demol nova 
The Estimated Total Expenditure is: 
| lend (if an acquisition project) $ 

Building $ 5,352,915 
Site Developments, Utilities. $ 360,800 
Fees & Related Building Costs $ 478,764 
Furniture & Furnishings S$) 990712 
Equipment $ 122,400 


ated Building Costs 
Total Estimated Expenditure $ 6,838,885 


Subtotal 3% of total costs $ 7,035,590 
less Refundable Taxes (except fees & re-$ 196,705 


oS 


(2) 


PROPOSED METHOD OF FINANCING: 


1. Provincial & Federal Sources (specify) 
(a) The Ontario Universities Capital Aid Corporation - 95% 
(b) The Health Sciences Vote 
(c) Established Credit with The 0.U.C.A.C. 
(d) 
fe) 


University’s Contribution 
{a) Own resources 

(b) 

(©) 


TOTAL 


OTHER FINANCIAL DATA: 


_ Total Capital Funds on Hand, not presently committed 


BUILDING PROGRAM: 
1 attach the following: 


~ 


various headings, including the following: — 


{a) General 
_ (b) Need for Project 
_ (e) Academic Considerations 
~ (d) Existing Facilities and Architectural Considerations 


(f) Summary of Facilities 
(g) Summary of Space Utilization Studies 
th) Planning and Construction Schedule 


Request For 
APPROVAL IN PRINCIPLE 


6,496,940 


341,945 


PRAHW 


$ -6,838,885 


(e) Relationship to Master Plan and Site Criteria as indicated on the Master Plan 


UAC? 1 


“The Building Program and Brief to the Architect’ which contains a full description of the project under ke] 


(i) Method employed to estimate Construction Cost? Element and Unit prive method by 
(j) Names of Comparative Buildings used as Cost References quantity surveyor 


o2K ‘completed copy of UACP Supplement A — Facilities Analysis 


3. Plot Plan indicating Project Location 


4. The following other enclosures: Project Cost Analysis Schedules 


Assistant Vice~Rector 


OA 


1] 
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> 
3 ig : DEPARTMENT 3-68 3 
534 & UNIVERSITY VAGP.2 
* Cee ae et ° a jo a m ontamo AFFAIRS APPROVAL IN 
e 2 O&O C) ° aa eh oe is} 
° Soe ee 4 ne Age toe ole pote c ARCHITECTURAL SERVICES 
saa 
® re o » @ we +o a @ to 2 ® ja nan q c 2 467 UNIVERSITY AVENUE 
a os % 3S Po BY OF £ SB je Wor ty Tr >z 4 TORONTO 2, ONTARIO 
5 Oe i oe ee eC a O feres & S AS65 
3 vg 8 Pek eee oa fe acre aie. Ju Macnee 
g °o «(ff o ® % 31a a a3 5 Assistant Vice-Rector, 
" oe fe ® % a7 A University of Ottawa, 
ea & a i Ottawa, Ontaric. 
e oa RX 
fe) o + F fF FS “© ow oe ee x oS 
a 2 ° ° = 2 : 
5 e eo ee GY 9g: cae _ 
° < ° CO. - 2.38 9 ° ° ° o 
a @ ° 2. 8 0.0 ° oe o coco SF 
# Ae = oS ete eS = Ss 32 RE. Universi UNIVERSITY OF OTTAWA 
ey a ” a, Me 
a 
p g . Capital Project No___OT 49 
Name of Capital Project____ LAW BUILDING - 1969 
° 
Lax > 
oe ad Lad Nn sd & University Project 
8 n © wo o on Load be or wD OH >= No. 
. asl a . ny » ~~ a . ve <. 29% Cx eee 
2 ta C28 Expenditure 3 
th 8 S of So Fl oe £ or: cg Tote! as Estimated by University — & 00, 006 
o S ° Oo oo: 2: 6 ° Q ° Oo °° c : ese 
in Probable Limit of Estimated Total Expenditure that may qualify for financial 
ts 


essistonce through The Ontario Universities Capital Aid Corporation 


*sdtT 
. 


Fae Orie PRIA FOR PURPOSES OF FINANCIAL ASSISTANCE 1S GIVEN FOR THIS PROJECT, 3 
THE FOLLOWING CONDITIONS AND COMMENTS: 


1. That the total amount of financial assistance to be through Unheoshles Cage Co 
eration ond/ar os nated below wil bs Gesuvainaa iohon oper poe ten tote Geen “ 
2. That the University has o clear title fo the site. 


3. That the form UACP 3 requesting TENTATIVE APPROVAL foe Qnenciolexsletonce 
ted to the Director of Architectural Services, Department of University Affairs, wal be 


4. That the following will accompany your next application: 
{a) one st of finchzed preiinay rowing (lt fave ogre with fr UACP 3 


SiNVvdND90 
YO SNOILWIS 
ANIONS 
dO y3aWNN 
Vv iNawaiddNS dovn 


UIVIIG SISATVNY SalLIIOWS 


HOLLVLS 


Sh 
REET 


Mad BEN 
dO SYNOH 


(d) Revised UACP Supplement A— Te reise Analy, whan there are signitcan! changes i setae 
ments and/or in the estimates for Furniture, Furnishings and Equipment. 


& That the preliminary drawings have received preliminary approval from the Ontario Fire Marshal, a 


6. That advances from The Ontario Universities rect 
Pc gc ccm pot te Bi tl poo oe 
mated by the Department. 


8 
Ni 


SI WOO NZHM 
AWdNDDO 
"SNIS “ANLS % 


3sn 


COMMENTS: This approval is given on the under 
University must be entitled to acu 
sufficient to meet expenditurgs. 

CC: Fire Marshal, fiscal year that funds are red¢i 
"shall be limited to the total ak 


“ON LOBrOud 


—T407 JT aod 


“SWYN LOSPONd GN ALISHSAINN 


A 3 

¢ b 

: a Treasury in that year, . a 

3 aie i 

z z Please include a proposed cash aor OF this project — 

a | % @ when UACP 3 is submitted, oa 
3 . 
Q s S, ; > 
a Ist September, 1970, oo 
wy 


ANAWdINDS 


Architectural Sfrvices 


: ne ES ER y Me, Loam, ears LY. 


fo 
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lectrical Engineering: 
seaping: Dd. 
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- Ppa af é earn. i968 
DEPARTMENT : 4 
OF pROIear, No... OF 49 7 
UNIVERSITY UNIVERSITY & PROJECT NAME: _ 


ancn@peronacservices ee PT aL EOI 
PROJECT COST ELEMENT ANALYSIS i 2 
UACP SUPPLEMENT B g berate : pate Nene ee 


THIS FORM, WHICH 16 A SUMMARY OF PROJECT COST ELEMENTS, 18 TO BE READ Witt 


VACP SUPPLEMENT C — PROJECT DESCRIPTION. 
GEE ALSO “ORFINITIONS OF TERMS FOR UACP SUPPLEMENTS”. — = 


# 


bees ara 
A c 
AMOUNT 


ELEMENT 


1. INDIRECT AND GENERAL EXPENSES — 
(4) INDIRECT AND GENERAL EXPENSES 
(8) TEMPORARY SERVICES AND ROADS 


SPECIAL FOUNDATION! 


(Ay SLABS ON GRADE 
(8) SUSPENDED FLOOR SLABS 
1S} ROOF CONSTRUCTION 


1) ROOF FINISH AND INSULATION 


EXTERIOR CLADDING 
WALLS BELOW GRADE 
WALLS ABOVE GRADE 


GLAZED PARTITIONS AND DOORS 


LT1-STOREY ELEMENTS 
STAIRS. STEPS LADDERS 
cnutes 
CATWALKS. GRATING 
ELEVATORS, ESCALATORS. HOISTS 


SPECIAL FINISHES 
TEI) EXTERIOR CLADDING X 3 _ 
INTERIOR PaRTiTions x 2 ATO 


@. FITTINGS. FIXTURES AND EQUIPMENT _Torat 


BUILT-IN EQUIPMENT. INSTRUCTIONAL 


A 


ELEMENT 


. CASH ALLOWANCES 


» HAROWARE 


ALTERATIONS AND RENOVATIONS 


SITE DEVELOPMENT iraar oF cen conrRAcT: 


PLUMBING AND DRAINS, ROUGHING.IN 


FIRE PROTECTION 
“SPECIAL SERVICES SYSTEMS 


/EATI AIR CONDITIONING 
- INDIRECT SITE EXPENSES, OH & PF +FORI2 ANDI3) _ 


(3) UACP — SUPPLEMENT B 


. "PROJECT No. OT-49 


Ss ei c & 
: AMOUNT TOTAL RATE 
cosT/ GROSS 
s cost 8E 


ELEMENT 


417. SITE DEVELOPMENT «nor in Gen. contract, TOTAL 


+B) UTILITIES 
| 46) UTILITY TUNNELS 


(F) EXTERIOR ILLUMINATION 
1G) FURNITURE 
“(H) ANCILLARY STRUCTURES FENCES. ETC. 


Do 
4,819,927 
168 ,583 


8. TOTAL CONSTRUCT! 1ON COSTS 


DP 


RELATED BUILDING COSTS TOTAL 


P—cai_amcnivects Ano consucranrs recs 
1) TESTS. SURVEYS. SITE REPRESENTATIVE 
Fier MisceLiaNeous ano Apwinisraavive 


tS 


Pool DEPARTMENT April, 1968 
cme UAPPAIRG projec Mo, OT _49 a 


ARCHITECTURAL SERVICES 
University & Project Name 


Law Building 
University of Ottawa 


, UACP SUPPLEMENT C 


For definitions of terms and scope of work included in each Element, please refer to “Definition of Terms for UACP 


Supplements” as issued by the Department of University Affairs, April, 1968. 

The summary of estimated project costs shall be recorded on UACP Supplement B, titled PROJECT COST ELE- 
MENT ANALYSIS (biuc). Subsequent submissions to this Department are to be made on UACP Supplement B 
(pink) and then on UACP Supplement D - PROJECT COST PLAN/FINAL COST REPORT, which is cross-refer- 
enced to Supplement B. 


* 


GENERAL 

Net assignable floor area: «(96,610 Net assignable floor area _96 610. ¢5, 3% 
= 147,9 

Gross Floor area > 147,920 gross floor area : 


Proposed start of construction: Sept. 1, 1971 Length of construction: 20 months 


[_] Renovation and Alteration [_] Addition 


Indicate basic purpose of building, number of stories, provisions for future expansion, etc. 
Law Building - Lecture facilities. 

~ Academic Offices. 

~ Administration. 

~ Law Library. 
5 storeys ¢ mechanical penthouse. 


[x] New Construction 


_ No plan for future expansion. 


Number of occupant stations Undergraduate and/or Graduates Faculty Others Total 
in building at capacity: 
1713 


pes a ete 


B. BUILDING: GENERAL CONTRACT 
1, INDIRECT & GENERAL EXPENSES — Note unusual items 


a) Delay in construction of bridges over College Street until University 
assumes ownership of street (antipated Sept. 1, 1972). 


b) Third Floor system of public corridors, part of campus pedestrian 
elevated "way", beyond area required for internal building communications. 
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2. SUBSTRUCTURE: Describe briefly unusual foundation conditions, dewatering, shoring, blasting, etc. State excavation and back- 

* fill quantities, soil bearing capacity and average ground water levels. 
First floor elevation 227'-0", The proposed foundations consist of 16 diameter. 
Franki Type Piles, bearing on bedrock and each having a capacity of 350 kips. 
Groundwater levels observed in bore holes vary from elev, 200 to elev. 206. A 
medium stiff to soft layer of clay, about 30' thick and about 12' below exist- 
ing grade makes it impossible to use footings for supporting the column loads. 
For small column loads an allowable soil pressure of 6,000 p.s.f. may be used 
when foundations occur around elev. 222. 10,128 c.y. excavation. 5,595 c.y. 


backfill. 
3. HORIZONTAL STRUCTURAL ELEMENTS: Describe briefly the basic structure, fireproofing, basic and unusual design loads and 
provisions for future extension. : . 


Floors and roof consist of a reinforced concrete waffle slab 18" deep, 2' x 2! x is" 
waffle pans, spaced at 30". Basic design loads are : ; 
a) 150 p.s.f. in libraries. 
b) 100 p.s.f. in corridors. : 
c) 50 p.s.f. # 25 p.s.f. partition allowance in offices and classrooms. 
The building will be designed for earthquake (N.B.C. zone 2). 
No provisions will be made for future extension. 


(d) Roof finish and insulation 


oe 


5 Ply built up roofing on 13" insulation. 


4. EXYERIOR CLADDING: Describe briefly, stating basic materials and their finish. 


(a) Walls below grade : 
gypsum board (painted) on case in place concrete, perimeter insulation to 
2'-0" below grade. : . ee 


Waterproof membrane, 
(b) Walls above grade 


precase concrete cast in place concrete 
air space, 2" insulation and 2" insulation 
block, gypsum board gypsum board (painted) 


(c) Windows only 


Bronze tinted double glazing in dark coloured thermally broken 
aluminum frames. 


(d) Exterior doors, screens and entrances 
Hollow metal painted doors and metal glazed doors and screens. 
(e) Projections, balconies, etc. 


(i) elevated bridges. : 
(ii) wood deck balcony on built up roofing at student lounge. 


5. INTERIOR VERTICAL ELEMENTS: Describe briefly and indicate linear footage of each: 
(a) Permanent partitions & doors : 
180,076 sq. ft. gypsum board (painted) on metal stud partitions. 
5,250 sq. ft. plastic laminate doors. 
630 sq. ft. hollow metal doors. 
(b) Demountable partitions & doors 


(None) 
(c) Other : ; : 
Glazed partitions in corridors as shown 680 sq. ft. 
(d) Folding or sliding doors . 


Modernfold Acoutiseal asbestos and vinyl cloth finish folding doors 
2,320 sq. ft. . : ee 


6. MULTI-STOREY ELEMENTS: Indicate number, type, capacity and speed of elevators and clascity ss passenger, freight, com 
bined, ot 


Two geared passenger elevators 2,500 lbs. @ 150 feet per 1 


nute (one of 
which operates as a freight elevator also). fe . 


7. INTER! FINISHES: Describe briefly proposed finishes for typical floors, walls, ceilings. > 
- Carpet floors, gypsum board painted walls and acoustic tile ceilings in — 
typical offices and administration area. : re 
Special finishes in deans' rooms. — : 
~ Classrooms vinyl asbestos tile, specially finished gypsum board partitions 
exposed concrete ceiling and acoustic treatment as might be required. | 2 
= Moot court and two adjacent classrooms to have carpet floors, plaster 
and ceilings and acoustic treatment as might be required. 5 : 
= Seminar rooms to have carpet or vinyl floor, with gypsum board walls & ce 
same as classroom. — 2 Oe : : 
- Library and stack area to have carpet floors, with exposed ceiling and 
acoustic treatment as might be required. , ‘ 
~ Main lobby, pedestrian walkway to have quarry tile floor exposed concrete 
ceiling and walls. : : me 
- Public corridors other than administration area to have vinyl asbestos f1 
: walls with special finish as might be required and linear aluminum ceiling 
- §Stairs quarry tiles or terrazzo. — : oo 
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ee : Ps 1, SITE DEVELOPMENT: euirrers services in linear fost, square feet or square yards, and describe briefly at to scope and type 
a 8. FITTINGS’ FURNISHINGS & BUILDING EQUIPMENT: List significant items and describe briefly, where pertinent. . 2 iy eet ee othe st ie scope 
ee & (a) Building equipment: A iw Demo {felon as pet as per item To: so — 


ae é B. Steam, condensate, chilled water supply and return, and central monitoring 
cables will be Installed in the tunnel described under C. Water, storm and 
ppg lockers, kitchenette units in faculty common room and state E sanitary sewers will be connected on College Street. A 12/13.2 KV loop 
: : electrical service using 3C SOOMCM, PILC cables in 4" concrete encased duct- 
bank will be extended from lot line to transformer vault located In $.&. corner 
of bullding. 


C. Autilities tunnel will run below the south end of the building to connect 
the ground floor mechanical room to the tunnel on Osgoode St. at lot line. 


(b) Built-in furniture ~ Non-Instructional: ; : D. Exterior lighting will form part of and integrate with campus master plan 
Reception desk. lighting system. 
Counters in workrooms, faculty common room and staff lounge and sweeutanenes : ; 
soon S23 » ft. t roads. 12,700 sq: ft. of ; 
Circulation desk, coat rack, display case in Library. : ee ez : wat Sa DE pecan nie Melee] MEIGe 
Coat rack in Deans’ Offices, Staff Lounge. . : 
Seating in Lounge areas. : 
(c) Built-in ture te ionat: F. 200 sq. ft. furniture, benches, waste paper baskets etc. 
500 ft. Rough grad of site. 
Witness box, judges' bench and fixed student desks (excluding chairs) 12. viueenia aes “4 Deri by a (a) tal dda teed pnt OS and indicate if any future provisions 


in Moot Court. are made; (b) Briefly specify typical if ifferomt from University staadends, and name all special services 


Fixed student desks (eusinitos chairs) in classrooms with sloped floors. 
Estimated sanitary load Is 350 fixture units. Plumbing fixtures wll be to 
University standards. Domestic hot water willbe provided by an Instantaneous 
(d) Built-in equipment ~ Instructional and Research: steam to water generator, and there will be a chilled water supply to the 
drinking fountains. Roof drainage will utilize contro! weir roof drains. 


Chalkboards 384 sq. ft. # tackboards (allowance only). 


9. CASH ALLOWANCES: Describe briefly allowances listed in Supplement B, where appropriate. The amount of Design Con- 13. HEATING, VENTILATING & AIR tis tool tails ca ae 
tingency (E) will vary according to completeness of preliminary design of all elements, It should not exceed five per cent of items : (b) basic ‘heath 43 lating and : and (6) neene ofl seg ge capacities, 
estimated. conditions, or refer to University standards, noting significant deviations. Attach an additional page, if necessary. 

: Hardware $44 ,800. ; Estimated demand loads are 6,000 Ib/nr steam and 350 tons refrigeration. Steam 
bee Design Contingency. and chilled water will be brought tn via tunnel from the Maintenance Services * 
i Building. 
lo - Provisions for Central Monitoring System. : An all atr high velocity dual duct system will provide alr conditioning 
P — throughout the building and continuous convectors below all windows will offset 
ee ees .cold downdrafts from the windows in winter. 


10. ALTERATIONS & RENOVATIONS: Describe briefly. 
Alterations to LeBlanc Residence (north of site) where pedestrian way 
connects, 
Alterations to Library School (east of site) to upgrade fire resistance 
rating due to limiting distance between buildings. Removal of boiler 
room of Library School and repair of exposed elevation. 
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b) 


c) 


7. 


|. ELECTRICAL: Describe briefly (a) total basic design and demand load capacities and indicate any provisions for future ex- 
tensions. 


(b) Indicate unusual illumination levels, if these differ from University standards. (c) List all special services provided. 
The building will have an electrical demand load of approximately 1200 KW which 
will be supplied at 347/600 Volts, 3 phase, 4 wire by the building transformer 
vault. The vault, supplied at 13.2KV will have capacity for transformers up to 
2500 KVA. 
Footcandle levels throughout will be to Illuminating Engineering Society recom- 
mendations. 
The building will be provided with the following systems: 1. Fire Alarm with 
Campus master system connection. 2, Master clock and program system, 3. Bell 
Telephone system (Campus Centred). 4. Limited P.A. and intercom. 5. Security 
alarm annunciation for exit doors. 6. Audio visual systems. 7. Television. 
SITE DEVELOPMENT: Describe briefly all elements not included in the proposed general contract. Describe as in Element 
11 of this form. Fees for these services should be shown in Element 19(b). 


Relocation of existing temporary buildings, demolition of existing houses, 
extension of pedestrian walkway to the Residence, landscaping and furniture 
of areas outside of the limits of the construction and between the new 
building site and existing buildings. 


. RELATED BUILDING COSTS: Describe briefly the need or purpose for additional services and state rate and estimated amount 


of fees for: 


(a) Architects and Engineers 


As indicated at Supplement B. 


(b) Specialty Consultants 


(c) Tests, Surveys, etc. 


(d) Miscellaneous & Administrative — List fees for design services outside General Building Contract 


& 


(e) General Contingency 


21, FURNISHINGS, FIXTURES & OFFICE EQUIPMENT: [Indicate quantity and amount of floor coverings as in 7(a), if not | 
carried in 7(a). This list is usually prepared by the University, and should be related to functional areas. List groups of items 
and their estimated cost on Supplement A, or attach a separate Estimate Report. Explain unusual costs. 4 


The indicated amount covers the cost of furnishings, drapes, fixtures 
and office equipment. : : 


‘ 


Carpet has been included to item "7", 


22. EQUIPMENT: Describe briefly the basic groups of teaching and/or research equipment proposed. List equipment estimated to 
cost more than $10,000, Identify or prorate “project related research” and “community services related” equipment where 
appropriate, Attach sheets as required. Ps 


s 


The indicated amount covers the cost of the audio-visual equipment at the 
Moot Court and A.V. teaching equipment for the library and teaching 


stations. - 
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DEPARTMENT 4-68 
UNIVERSITY UACP. 4 
ONTARIO. AFFAIRS TENTATIVE APPROVAL 


ARCHITECTURAL SERVICES 
481 UNIVERSITY AVENUE 
TORONTO 2, ONTARIO 


Mr. J. McCarthy, 

Assistant Vice-Rector (Admin. ), 
University of Ottawa, 

OTTAWA, Ontario. 


Dear Sir: 


University UNIVERSITY OF OTTAWA; 
OT 49; 


Capital Project No. 
LAW BUILDING - 1969. 


Nome of Capital Project. 


University Project No. 


Estimated Total Expenditure dM hedl nN STE 
Probable Limit of Estimated Total Expenditure that may qualify for financial 5. 700, 000 
assistance through The Ontario Universities Capital Aid Corporation theca Mirth Pelhablud 2 ioiok SNe bea 


TENTATIVE APPROVAL FOR PURPOSES OF FINANCIAL ASSISTANCE IS GIVEN FOR THIS PROJECT, SUBJECT TO THE 
FOLLOWING CONDITIONS AND COMMENTS: 


That the request for PRELIMINARY APPROVAL for financial assistance on form UACP 5 will be forwarded to the 
Director of Architectural Services, Department of University Affairs, accompanied by the following: 

(a) One complete set of working drawings and specifications, dated and marked os issued for tender. 

(b) One completed form UACP Supplement D. 

(c) A copy of a letter of Final Approval from the Ontario Fire Marshal. 

(d) A confirmation that the University has a clear title to the land. 


COMMENTS; 


anor’ Of Un 


vary 


ity Py “ 
%. 


4" 


( NOV 13 1970 
SGorrar ened 


focus DEPARTMENT 468 

UNIVERSITY ay. 
omamo == AFFAIRS rt a mm rt 
ARCHITECTURAL SERVICES CO Oe 


Director of Architectural Services, 

Department of University Affairs, 

481 University Avenve, 

Toronto 2, Ontario. i 

Dear Sir: 

PRELIMINARY APPROVAL for financial assistance Is requested for: 


University. ity of 0 : 

(Copiial Pintect Hagoc Vk he Sa 
News OF Capital Prolect.c clit 1500 20 oe 
Adertyerultiy Pi chacd Nia cash 


2 Requested in This Request 
CALCULATION OF FORMULA PROJECT COST UAC.P. 3 U.A.C.P. 5 
Total net assignable area in square feet 99,610 95,137 
Total remaining area in square feet . 48,310 * 55,780 
Total gross area in square feet 147,920 150,917 
Project Cost per square foot of gross area : : $37.88 
|. Construction Cost (em-18,-SupplementB) $4,767,180 

Il. Less Refundable Taxes $ 138,180 

lil, Net Construction Cost (Item 18, Supplement B) $4,629,000 

IV. Architeet’s & Consultant's Fees (_ 7 % of Item It!) $ 324,030 

V. Contingencies (3% of Item II!) ‘ $ 138,870 

Vi. Furniture & Fixtures (Item 21, Supplement B) $ 539,000 
Vil. Equipment (Item 22, Supplement B) $ 86,000 
ESTIMATED TOTAL FORMULA EXPENDITURE $5,716,900 


Probable Limit of Estimated Total Expenditure that may qualify for financial assist- 
ance through The Ontario Universities Capital Aid Corporation, as indicated in form 


UACP 4. $5 700.000 L 


UACP. 5 
Request for 
PREMINARY APPROVAL 
ENCLOSURES. 
In support of this application, | am forwarding the following: ‘ 
Hem ; Enclosed Separate coe 3 
1. One complete set of working drawingsand See note below Cl Gl 
specifications marked as issued for tender 
U 
2. One copy of completed UACP Supplement 8 (pink) GJ CJ 
3. A copy of a letter of Final Approval of the detailed 
plans from the Ontario Fire Marshal, y Gl 
(dated , when not attached)See note below 
COMMENTS: 


This is to advise you that the University 
has §] hasnot (]  aclear title to the land, 


NOTE: Item #1 and #3 to be delivered by the architect eee * 1971, to 
the Department of University Attesee ( 8 
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JAN 1968 
DEPARTMENT 
OF PROJECT No, OT - 49 
UNIVERSITY UNIVERSITY & PROJECT NAME: 
Faculty of Law Building 
University of Ottawa 


HiS FORM, WHICH 18 A SUMMARY OF PROYVECT COST ELEMENTS, fS TO GE READ WITH UACP SUPPLEMENT C — PROJECT DESCRIPTION. 


Segre 


: ‘ 
«C) WINTER CONDITIONS ‘ a Pe | 


RUCTURE _ Soo ad 
tA) NORMAL FOUNDATIONS F 38,600 
So 24,500 


640,700 
149,200 


TERIOR CLADDING X 1 


TERIOR PARTITIONS X 2 “*' ; : 
FIXTURES AND EQUIPMENT Tora : 


Y BUILDING EQUIPMENT a CT 
oa ee 
to 
oie ee 


3,078,000 


1}. SITE DEVELOPMENT <raser or cen conreacr, TOTAL 


1A) HARDWARE : 
[OEY eenrinceney , ; 
- 10. ALTERATIONS AND RENOVATIONS a 


{A> INDIRECT SITE EXPENSES, OF @F :rOR 12 AND 19) 
a { 1B? : & : : 
; oo ie : 460,000 


+£) UNDERFLOOR DUCT SYSTEMS . 


e 42) UACP — SUPPLEMENT B 


— : : PROJECT No... OT-49 


c £ 
AMOUNT RATE 
cosT/oROSS 
. 


ELEMENT 
3,078,000 


9, CASH ALLOWANCES 8.37 


00 
800 
O00 


+A} PLUMBING AND DRAINS, ROUGHINGIN 
““"T8) PLUMGING FIXTURES AND HARDWARE Bw 
. cqeupepadannsieytaigrebicoamaieagyedeacdapepammmmenmasedaetensnteaeeae ~- ~~ son ~ ono 
1G) SPECIAL SERVICES SYSTEMS ee : 
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oJ 


FAs ANDIFECT SITE EXPENSES. OF & P 
Cae SR eR EERE ME RECN 
<8) TRANGFORMERS ANO MAIN DISTRIBUTION 


1S BOWER AND LIGHTING DISTRIBUTION eee 


ta 


18. GENERAL CONTRACT TOTAL 


16, FEDERAL TAX REBATE: 3 % oF isLese ron: fF 


Po ee | 


a 4,419,927 29.88 


(3) UACP — SUPPLEMENT B 


PROJECT No OL GS St iene sae, 
oe 
A 8 c o e F 
- RATE % 
AMOUNT TOTAL OF ITEM 


CO4T/ GROSS 


ELEMENT : cost i 
a SF 4,467,820 29.60 
17, SITE DEVELOPMENT inor in Gen, contaact) TOTAL 161,180 1.07 


| DEMOLITIONS. SITE PREPARATION. DRAINAGE 58,000 239 


UTILITIES | Central Monitoring ; by 14,000: Rick 3609 

UTILITY TUNNELS = Connections only | . 12,000 s0oe 
1_ROADS ANO PARKING AREAS she 3 C8, 006 «12 
|_PEDESTRIAN WALKS. STEPS Z st ~ 31,000 cm Ee 
» EXTERIOR ILLUMINATION 

FURNITURE 2 Rg ae ea 8,180 


) ANCILLARY STRUCTURES FENCES. ETC. ‘ i 4,000 
| LANDSCAPING 16,000 


4,629,000 | 


446 ,000 


| ARCHITECTS ANO CONSULTANTS’ FEES 315,000 
’ SPECIALTY '¥ CONSULTANTS" FEES e 25,000 


TESTS SURVEYS SITE REPRESENTATIVE 49,000 
) MISCELLANEOUS AND ADMINISTRATIVE | 4,000 


53,000 | 


21. FURNITURE. FURNISHINGS AND OFFICE 
EQUIPMENT 


FLOOR COVERINGS 
’ BLINDS — 
’ FURNITURE FURNISHINGS FIXTURES _ 


» OFFICE EQUIPMENT _ 


22 EQUIPMENT 


'A) TEACHING 


(B) RESEARCH 


23. TOTAL PROJECT COST 5,700,000 


REMARKS GROSS FLOOR AREA: 


NET ASSIGNABLE FLOOR AREA 


150,917 sq. £t.- 95,137 sq. ft. 


DEPARTMENT _ 4-68 
UNIVERSITY Lace a ree 
‘ontame: AFFAIRS 


ARCHITECTURAL SERVICES 


401 UNIVERSITY AVENUE 
TORONTO 2, ONTARIC 


Mr. J. McCarthy, 
Assistant Vice~-Rector, 
University of Ottawa, 
Ottawa 2, Ontario. 


6,900 
Total Expenditure as estimated by University on U.A.C.P.5 $ 374 y i 


£ 
Probable Limit of Estimated Total Expenditure that may qualify for financial 5,716,900 
assistance through The Ontario Universities Capital Aid Corporation MeL rar | 
; 4 
PRELIMINARY APPROVAL FOR PURPOSES OF FINANCIAL ASSISTANCE IS GIVEN FOR THIS PROJECT, SUBJECT 1 
THE FOLLOWING CONDITIONS AND COMMENTS: 3 
That the request for.FINAL APPROVAL for financial assistance will be submitted on form UACP 7, “7 


(a) One completed set of UACP Supplement D, which will also list tender prices received and the amount and 
of the tenderer to be selected. 


COMMENTS: 


13th August, 1971. 
Date 


>. Bs Cpeaeoes ved ah 5-70 wees 
st 
UNIVERSITY 
& AFFAIRS FINAL APPROVAL 
. onTamo. 


NOV 25 1971 


OT OF 


CAPITAL SUPPOR 


ARCHITECTURAL SERVICES 


aT BP 


Director of Architectural Services, 
Department of University Affairs, 


Dear Sir: 
FINAL APPROVAL for financial assistance is requested for: 
of Ottawa 


Feieciatis Prcines Nom ee 


CALCULATION OF PROJECT COST : 
we as revised ~- please refer to analysis $ 4,313,941. 
oe ree tay tender -— eer ‘A’ attached Pe: 
Jeocusnnsseppiinsbingqaation Item B - Supplement D $ 173,180. 


$ _(127,589.) 
$ 4,359,532, 
IV. Architect's & Consultant's Fees( 7 % of Item IID $ 305,167. 
V. Contingencies (3% of item It!) $ 130,786, 
$ 539,000. 
$ 86,000. 
$ 5,420,485. 
The Ontario Universities Capital Aid Corporation e $ 5,420,485, 
$ 
$ 
4 University’s Own Resources available for this project $ 


“November 24, 1971 


on : Assistant Ticenector 


Schedule ‘A’. 


G 
University of Ottawa OF % q 7 
oT 49 
Law Building 


(Supplementary Information - UACP 7) 


Analysis of and additions to the received 
jump sum bid of Ellis-Don Limited 


Received lump sum bid $4,356,000, 
Less: 

(a) City encrochment fee $ 3,388, 

(b) Service tunnel 113,692, 


117,080. 


Building general contract as per received 
bid (Item A.1 of UACP Supplement D) 4,238,920, 


Add: 
(a) Cost of alternate items 
&$ per received tender 
items b,c.d,e,f.p.q $ 24,158, 


(b) Allowance for items listed 
in Ellis-Don's letter of 
Noy. 19, 1971, copy attached, 
but subject to further nego- 
tiations, Only items 1, 3, 


4, 5 acceptable $ 50,863, 
e 75,021, 
Revised building general contract $4,313,941, 
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MAY 1969 
PROJECT No. oT _49 eee. Gq 


UNIVERSITY & PROJECT NAME: 


Law Building 


$$$ $$ 


‘OQ 


DEPARTMENT 
OF 
UNIVERSITY 


ae AFFAIRS 
ARCHITBCTURAL SERVICES 

PROJECT COST PLAN/FINAL COST REPORT | NOV. 85 1971 
UACP SUPPLEMENT D 


FOR SCOPE AND OEFINITIONS OF ELEMENTS SEE DUA PUBLICATION "DEFINITIONS OF TERMS FOR UACP SUPPLEMENTS” ITEM NUMBERS IN eenceety REFER TO 
ELEMENT ARRANGEMENT IN UACP SUPPLEMENT B, WHICH CORRESPONDS TO QUANTITY SURVEYORS STANDARD BUILDING (COST ELEMENT ARRANGEMEMT. 


=o Ohl ee 
Sere ow ere re 


EXTRAS TOTALS 
ARCHITECTURAL & STRUCTURAL ; SUBTOTAL I TO 7) 
pee ,690 


BUILDING EQUIPMENT 144, 


__BUILT-IN FURNITURE <0@) 


BUILT-IN EQUIPMENT INSTRUCTIONAL) 186, Dy 


CASH ALLOWANCES io 


: HARDWARE 3 
Graphics 

Check alt. piling | 
Ottawa Hydro _ 


AL ERC 816 ,650 722,000 
$36,050 | 470,000 _| 
NET BUILOING COST : 4 535,200 Pg a | 
SITE DEVELOPMENT iramt OF GEN CONTRACT) + 61,200 51,968 
ALTERATIONS AND RENOVATIONS 110; §,000 


4,606,000 | 4,238,920  F 
4 467,620 | 8,113,582 2] 


Ad BUILDING, GENERAL CONTRACT TOTAL 


. FEDERAL SALES TAX iasT as 3% oF 
SLI i tenia meter th amatalniiehianebner oid 


__ DEMOLITION ANG SITE CLEARANCE it 7A: 


uriities 178. Ce 


_ANCILLARY WORKS « 17 


’ 
2 
[9 PAVEO AREAS «170. & Fos 
[4 
(3. 


LANDSCAPING «1 71) 


SITE DEVELOPMENT 


NOT INCLUDED JN GENERAL CONTRACT 


340,000 
49,000 
4 000 


53,000 57,695 == 


wwe,000 | waseso] | 
ssayo00 | _s0900] [| 


F. EQUIPMENT :224. © : 
86 ,000 2D 86 ,000 Sa 
O00 ,O00 a2 HW 
G. TOTAL PROJECT COST 


PROFESSIONAL FEES 119A. # 304,955 


TESTS SURVEYS ETC. 9c) 


MISCELLANEOUS: FEES FOR B (190 


D. RELATED BUILDING COSTS ua) TOTAL 


FURNISHINGS, FIXTURES AND 
OFFICE EQUIPMENT peo lltg 


: 
reno re October ____ awarn pate : 
CONSTRUCTION Time FRomDEC:1,71 To July8,73 1.2. 85___XekNS WEEKS 
@ NUMBER OF FIRMS-WHO TOOK PLANS___8___- NUM@ER OF BIpDERs__B__ 
ARCHITECT'S ASSESSMENT OF MARKET CONDITIONS PRIOR TO TENDER: ra 


(_Jeusy [cx] Norma. = [___]stack 


ancnitecr__.____._.GsS. Adamson & Associstes 8 
GENERAL CONTRACTOR ._ELLi8-Don Ltd. ee * 
COST ANALYSIS BY 
AREA MEASUREMENTS BY 


ADJUSTMENTS 
NUMBER OF FLOORS BY DUA 
LIST EACH BASEMENT AND 
PENTHOUSE LEVEL 


= a 
Second 21,333 11-6 12,110 : 3 
Third 34, 348 14-0 19,555 — 
Fourth 31,217 11-6 22,800 
Fifth 31,217 ii-6 ie Rene: 
—_— SS ‘acheecensinicemnttomnanrens $ < ‘s 
Penthouse 5,722 16-4 - : 
@ TOTAL GROSS AREA: 150,917 sora det assionapue 95.137 4) es 
- NET ASSIGNABLE 63% 
TOTAL NET ASSIGNABLE RENOVATED: a «TO GROSS FLOOR AREA RATIO: 
TOTAL GROSS FLOOR AREA RENOVATED: 9 > -___ 
REMARKS 
E. FURNISHINGS, FIXTURES AND THE AMOUNT CARRIED FOR ELEMENT 21A~ FLOOR COVERING = § inc uded to items 2, 
CEP ICE EOD ENT THE AMOUNT CARRIED FOR ELEMENT 218 — BLINDS is. = : 


F, EQUIPMENT BUDGET AG ESTABLISHED ON SUPPLEMENT A SUBMITTED WITH UACP NO. 1 OR NO. 5 _ gl 


REVISED COMPLETED SUPPLEMENT A FORMS ARE ATTACHED 


Building construction 


Tenders received Combined bldg. & tunnel 


Ball Brothers 4,454,000 4% 613,000 
Doran Construction 4480 ,000 4,589,000 
Ellis-Don (lowest bidder) 4,238,920 4,352,612 
Thomas Fuller Constr. ~ 4 491 447 4,600,000 
Janin bldg. & civil works 4,504,000 4,598,700 
V.K. Mason Constr. 4,492,000 4,578,000 
Omega Constr. Co. 4,554,968 4,719,480 
Pigott Constr. Co. 4% 527,550 4,652,550 


pate; November 24, 1971 


SIGNATURE OF REPORTING OFFICER: 
e. 


: ‘Capital Project No. OF 49; 
aw Buliding - 1969. 


Fk ie decked 1 rag Sleceiad ul projec! ctl sd soporte tg tes Diese ot acd Department 
Se ee ee 
Aid Corporation e 


oT Tt he amount of hs FNAL APPROVAL th al omount of frac atc tb made ugh The 


Tht ie Draco of ect Seis hp informed of he progres of thie project etme itr 
_ vals not exceeding three months. 


Shock cGhasel coslskerca si ba Letsiled tor casein taconad for WG sale oa ccc ask 
ee ee ee ee ee 


| thet Joel Sass taper, on Sepplement Borin, scl bs wbssined he Ole of Aric son 
SS mes 
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Element Costs 

It will be noted that although reference is made a number of times to the various 
elemental unit costs, only major elements e.g. site development, architectural, 
mechanical, electrical, and so on, have been tabulated, together with their pertinent 
unit costs. Those elements which make up the architectural costs (items 1 to 8) on 
Supplement B are not included in this publication. There are two reasons for this: 


(1) At this time the relationship of final costs to “estimate only” elemental cost 


Supplement B (Tender Stage) is not definitely known and can only be approximated. 


Since accuracy was paramount in this report, such element relationships have there- 
fore been omitted in this issue, and 


(2) If and when the above relationship can be established within some acceptable 
degree of accuracy, it is intended that these element costs will be combined with an 
accurate historical cost index so that immediate comparisons can be made by build- 
ing type. An invaluable aid will thus have been created for administrators and archi- 
tects in that it will then be possible to determine with confidence the possible lower 
limits of costs for the various elements of any building type. A defensible, reason- 
able total cost can be determined and a high degree of creative cost control can be 
exercised. Thus an architect with an university library commission for example, 
should be able to examine comparable unit costs of all elements, including hori- 
zontal structural elements, exterior cladding, fittings, fixtures, multi-storey 
elements, and so on, as well as the other major elements already included, for all the 
other libraries already built or under construction. He could then pick and choose 
the sort of elements which would allow him to budget with great accuracy, subject, 
of course, to the vagaries of the market place and provided a good construction 
index would allow him to bring all costs to a Base year with some confidence. 


Building types 

In the project cost space record tabulations buildings have been grouped into 17 
different categories. Such groupings make comparisons credible since they have been 
determined by space use categories. The categories are those used in the Ontario 
Universities Physical Resources Survey, commissioned in 1967 and recently sub- 
mitted to the Government. 


General remarks 
As mentioned earlier there is a great need for a reliable, historical cost index in 
order that valid comparisons of unit costs by elements may be made. 


This Department intends to create such an index. It will be based upon a group of 
actual buildings already constructed or under construction in the college and 
university system. The procedure will centre about the constant updating (perhaps 


quarterly) of the costs of these various buildings, by the same team of people usir 
the same methodology. It should be possible to get accurate yearly and quarterly 
relationships as far back as 1965—which, for purposes of this data, is sufficient. 


Since this Department will use the data for the purpose of fine-tuning the cost 
index within the capital formula, known escalation is sufficient. The universities — 
and their consultants could use the index in the knowledge that it would be reliat 
as of its latest update. It would certainly allow for the percentages of the total 
building costs allocated to the various elements to be clearly established and 
compared. 


Cost Reporting | 
In this regard, although it is with some pride that this cost and space data is pub- | 
lished, the foregoing remarks serve to illustrate the shortcomings of cost reporting 
and data comparisons in the building industry generally. The reporting and esti- | 
mating disparity existing between the methodology used by cost consultants and 
general and sub-contractors is an enormous one and it behooves these two bodies: 
take steps to overcome these differences. Compounding this anomaly is the still _ 

different methodology required for itemizing or reporting unit costs for a System 
Building Approach. Since this approach quite clearly signals a way out of the nine 
teenth century for the construction industry, any necessary cost reporting metho: 
ology changes should be made to accommodate such an approach. 


J. Douglas McCullough 
Director of Capital Support 


Ministry of Colleges and Universities 


Definitions of terms used in the project Cost/Space data 


PROJECT NAME 


The code for the project is designated by the Department of Colleges and Universi- 
ties. This identifies the university by alphabetic code as well as indicating the capital 


project number. The universities are designated as follows:— 
BR Brock University 

CA Carleton University 

ER Erindale College 

GU University of Guelph 

LA Laurentian University 

LH Lakehead University 

MC McMaster University 

OT University of Ottawa 

QU Queen’s University 

TO University of Toronto 

TR Trent University 

WA University of Waterloo 

WE University of Western Ontario 
WI University of Windsor 

YO York University 

SC Scarborough College 


BUILDING TYPE 

The projects are classified by building type as follows:— 
Science : 

Engineering 

Administration 

Arts 

Lecture Hall 

Library 

Law 

Education 

Physical Education 

Student Unions 

Food Services 

Health Services 

Central Services & Maintenance 
Staging 
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PROJECT TYPE 

The projects are classified by project type as follows:— 
New Buildings 

Additions 

Completions 

Renovations 

Alterations 


UACP CODE 

The UACP code of the project is designated as follows:— 

7-1 represents UACP No. 7—tender cost plan at tender stage; 
7-2 represents UACP No. 7—the final cost report on the project. 


SUBMISSION DATA 
The date the applicable UACP form was received by the Department of Colleges 
and Universities. 


NASF 

Net Assignable Square Footage—This is the area of the project which may be 
assigned to a specific academic, administrative or general university activity func- 
tion. This activity does not include circulation and general service areas such as 
corridors, staircases, restrooms, washrooms, janitors’ closets, building service staff 
facilities, mechanical or electrical service rooms and general storage areas, except 
where the latter two types of space constitute the prime function of the building as, 
for instance, in a central utility plant or a central maintenance building. 


GSF 

Gross Square Footage—This is the total area of the project measured flat on a plan 
for each floor from outside to outside of the exterior walls. It includes the actual 
area of balconies and mezzanines where these occur within the exterior walls of the 
building. It includes all floor areas that have a head room of six feet or more, pent- 
houses, machine rooms, enclosed connecting links, rooms below grade or sidewalks, 
true areas of columns, dormers and the like, provided these extend vertically for the 
full floor height. It excludes tunnels with less than six feet of head room, exterior 
balconies, canopies, area ways, covered walkways, unenclosed exterior staircases and 
fire escapes, exterior steps and landings, patios, terraces, roof overhangs, and cor- 
nices and enclosed areas without roofs. 


NASF/GSF 
Net assignable square footage divided by the gross square footage. 


TENDER DATE 
The month and year the project was tendered. 


CONSTRUCTION TIME | 
The month and year construction on the project was started and the month and | 
year the project was substantially completed. 


MARKET CONDITION | 


Indicates the general nature of the construction market at the time of tendering i 
terms of one of the following three classifications of activity in the industry: norr 
slack or busy. 


ACTUAL COSTS 

Costs in terms of dollars in the tender year and month. The term ‘actual’ is used t 
distinguish this cost from an ‘adjusted’ cost figure calculated through the use of | 
some construction cost index. 


% OF TOTAL COST } 


The cost of each cost element expressed as a percentage of the total cost of the 
project. 


ACTUAL $/GSF 


The actual cost of each cost element divided by the gross square footage of the 
project. 


ACTUAL $/NASF 


The actual cost of each cost element divided by the net assignable square footage 
the project. 


Use category definitions 

In order that projects could be grouped by building types for comparison or othe 
purposes, it was necessary to define all the various possible spaces by use categon 
In this way, buildings having a common high percentage of a particular use categ 
would be grouped as a particular type. The definitions are fairly universal and are 
follows:— 


| 


SLASSROOM 

4 room used by classes which do not require special purpose equipment for stu- 
ent use. Examples of rooms included in this category are: lecture theatre or audi- 
orium classrooms, seminar rooms, chapel-instruction, classroom service, projection/ 
-ontrol rooms, demonstration, preparation and set up rooms, stage equipment 
‘coms, dressing rooms, study rooms, coat rooms, book locker rooms, classroom 
ybserver rooms, classroom storage, computation rooms, etc. 


‘PECIAL PURPOSE 

\ room used by regularly scheduled classes which require special purpose equipment 
or student participation, experimentation, observation or practice in a field of 
tudy. A room used for laboratory application, research and/or training in research 
nethodology which requires special-purpose equipment for staff and/or student 
xperimentation or observation. Examples of rooms included in this category are: 
woject space, class laboratories, map rooms, drafting rooms, language laboratories, 
HC. 


‘\ESEARCH 

\ space specially designed and/or equipped for individual experimentation, obser- 
ation or practice. Such spaces are assigned to faculty members and professionals, 
dvanced students and technical staff for carrying out personal academic work. Such 
pace is not assigned in connection with a single course, but rather with regard to an 
ndividual’s terms of employment or study programme. Examples of rooms included 
n this category are: faculty, professional, technical staff and student project spaces. 


ABORATORY 

\ny regularly scheduled special-purpose space whose major characteristic is the pro- 
ision of specially equipped and separate work stations. These may be fixed or mov- 
ble. Examples of rooms included in this category are: laboratories with bench and 
lesk type stations, map rooms, drafting rooms, studios, computer rooms. 


RY LAB 

iny laboratory having no utilities provided and equipped with bench type stations. 
ET LAB 

iny laboratory having utilities such as gas, air, water and vacuum provided and 
quipped with bench type stations. 


)FFICE 

\ room or space with office type equipment (desks, filing cabinets, bookcases, copy- 
ng equipment, etc.) usually assigned to individuals on a permanent basis. Examples 
if rooms included in this category are: faculty and professional offices, executive 
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offices, directors’ offices, student offices, audio-visual offices, technician’s office, 
housing offices, custodial offices, office services, reception, clerical work areas, 
general workrooms, mailrooms, office supply, office files, office communications, 
office storage, conference facilities, kitchenettes, etc. 


LIBRARY 

A room used to study books or audio-visual material on an individual basis. This 
category does not include special class laboratories, offices, combination sleeping- 
study rooms in residence halls, waiting rooms or lounges. 


Also included under this space category are all primary spaces directly related to 
the functioning of study facilities such as reader aid areas (spaces in which conveni- 
ences or special services are provided to readers using study facilities) and media 
storage areas in which documents used in study facilities may be stored. 


Examples of rooms included in this category are: stack areas, reader rooms, study 
rooms, library carrels, individual study stations, study booths, and similar rooms 
intended for study purpose. 


PHYSICAL EDUCATION 

A room or area used by students, staff or the public for athletic activities. Examples 
of rooms included in this category are: playing areas, activity rooms, swimming 
pools, spectator seating, athletic-physical education facility services, etc. 


SPECIAL USE 

All installations providing specialized services or housing special activities of interest 
to particular groups within the university community. Special use facilities are not 
used primarily for instruction, but may serve as an adjunct to certain instructional 
activities. Examples of rooms included in this category are: armory facilities ser- 
vices, audio-visual, demonstration facilities, field service facilities, etc. 


AUDIO-VISUAL 
A room or group of rooms used in the production and distribution of instructional 
media. 


Examples of rooms included in this category are: TV studios, radio studios, sound 
studios, and graphics studios (not used primarily for instruction in communication 
techniques). 


CLINIC 
A room used for the diagnosis and/or treatment of patients. Examples of rooms 
included in this category are: examination rooms, testing rooms, and consultation 
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rooms which are typically associated with such fields as psychology, speech and 
hearing, remedial reading and remedial writing. Also included are all primary spaces 
associated with medical, dental and other student health installations. 


DEMONSTRATION 
A room used to practise the principles of certain subject matter areas, particularly 
teaching and home management. 


Examples of rooms included in this category are: demonstration schools, laboratory 


schools, pre-school nurseries, home management houses, etc. 


GENERAL USE 

Primary space associated with supporting those needs of the university population 
not specifically related to the functions of instruction, administration or main- 
tenance. In general, the use of these facilities is not restricted to special interest 
groups or particular segments of the university population, although in some cases 
a general use facility may serve as an adjunct to certain instructional programs. 
Examples of rooms included in this category are: spaces providing for food 
service, recreation, commerce, entertainment, etc. 


ASSEMBLY 

A facility designed and equipped for dramatic, musical, devotional, convention or 
livestock judging activities, accommodating large audiences (more than 100 seats) 
and not used primarily for scheduled instruction. 


Examples of rooms included in this category are: theatres, auditoriums, concert 
halls, arenas, chapels, etc. 


EXHIBITION 
Space used for the display of systematic collections, art, rare objects, large scale 


graphics related to a particular subject, etc. Departmental displays are not included 
in this category. 


FOOD 
Seating area used for eating food. 
Examples of rooms included in this category are: dining halls, cafeterias, snack 


bars, restaurants and similar eating places open to the student body and/or public 
at large. 


RECREATION 

Areas accommodating leisure time activities which require special equipment in 
addition to, or instead of, seating. 

Examples of such spaces are commonly found in student unions and include bowl- 


ing alleys, billiard rooms, table-tennis rooms, game rooms, hobby or craft rooms, 
etc. Athletic-Physical Education facilities used for instruciton or inter-collegiate 
competition are not coded here. 


SUPPORTING 
This category includes all facilities or installations connected with the support of 
university-wide activities or with the support of the university’s physical plant. 


DATA PROCESSING 

An area within a data centre where computer output is visually checked for con- 
formance with pre-established formats to determine quality. 

Examples of rooms included in this category are: data processing wiring, repair, 
observation, verifier room, storage, data processing services. 

SHOPS 
Any shop used in connection with the support of non- -instructional and non- -~resea 
efforts, such as the university print shop. This category does not include physiag | 
plant maintenance shops. | 
Examples of rooms included in this category are: photographic processing, camer) 
shop, printing shop, bindery shop, facilities, workrooms, repair shop facilities, 
storage, etc. j 


PHYSICAL PLANT 
All space associated with the operation and maintenance of an institution’s build: | 
ings, grounds and other elements of physical plant. 


CENTRAL UTILITY | 


NON-ASSIGN ABLE 

Includes all space which, for various reasons, cannot be assigned to a departmente 
user or which is unassigned at the time of survey. 

Examples of rooms included in this category are: custodial, circulation, mechanic 
rest rooms, etc. | 


UNASSIGNABLE 
A space not under the control of a particular department or jurisdictional unit at 
the time of survey. 


Example: space in an occupied building which is in the process of being remodil 
new construction which is incomplete, etc. 


? 
| 
| 


IT 14 / Engineering Building — 1966 Murray & Murray, Architects & Town Planners 


Administration Buildings 


Arts Buildings 


Education Buildings 
Engineering Buildings 
Food Services Buildings 
Health Buildings 

Law Buildings 

Lecture Hall Buildings 
Library Buildings 
Maintenance Buildings 
Physical Education Buildings 
Residence Buildings 
Sciences Buildings 
Staging Buildings 
Students’ Union Buildings 
Utility Buildings | 

Cost Study 197] 

Cost Study 1970 


o 
~ 
ss} 
= 
12) 
° 
n 
”n 
< 
~ 
_ 
o 
> 
"a 
O 
— 
~ 
= 
| 
aw 
12) 
ie) 
2) 
S 
oC 
x 


/ Arts Building — 1965 


Administration Buildings 


Hancock Little Calvert Associate 


Pd OE tea 


GU 6 / Library — 1965 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: CA025 

BUILDING TYPE: ADMINISTRATION 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 1 

SUBMISSION DATE: 02/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


eee 


ADMINISTRATION BLDG—67 


ACTUAL 
COST 


208,400 


208,400 


92,820 


1,596,786 
1,689,606 


665,855 


270,937 
113,392 


2,721,406 


170,087 
85,044 


255,131 
259,542 


259,542 


3,236,079 


USE CATEGORY TYPE: 


OFFICE 


300 810 610 


% OF TOTAL 
COST 


6.40 


6.40 


ACTUAL 
$/GSF 


2.23 


2.23 


ACTUAL 
$/NASF 


3.21 


3.21 


22/SEP/71 
NASF: 64,930 
GSF: 93,300 
NASF/GSF: -70 


TENDER/ESTIMATE DATE: 11/67 
CONSTRUCTION TIME: 12/68 — 07/69 
MARKET CONDITION: NORMAL 


% OF TOTAL 


USE CATEGORY NASF AREA 
Classroom ey 
Special Purpose 

Research iF 

Laboratory re 

Dry Lab 
Wet Lab 

Office 80.0 
Library = 
Physical Education a 
Special Use 

Audio Visual 4.3 

Clinic 0.6 

Demonstration —- 
General Use 

Assembly mace 

Exhibition a 

Food a 

Recreation 6.3 
Supporting 

Data Processing 8.8 

Shops a 

Physical Plant = 
Central Utility rs 
Total NASF 100.0 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 


oF 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ADMINISTRATION BUILDING 
PROJECT NUMBER: WA671 

BUILDING TYPE: ADMINISTRATION 

PROJECT TYPE: NEW BUILDING 

UACP CODE: 7-1 

SUBMISSION DATE: 04/71 


ACTUAL 

COST ELEMENT COST 

Site Develop. (Excl.) mee 

Site Develop. (Incl.) 6,730 

Alter’ns & Renova’ns 3 
Site Development 6,730 

Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment = 

Cash Allowance 29,050 

Built-in Equipment a 

Architectural 844,035 
Building Cost 873,085 

Plumbing & Drains 

Heat. Vent. & Cond. 
Mechanical 298,519 

Electrical 137,193 

Fed. Sales Tax Rebate 39,466 
Sub-Total ‘A’ 1,276,061 

Fees 89,324 

Miscellaneous 38,282 
Sub-Total ‘B’ 127,606 

Furniture 97,698 

Equipment == 
Sub-Total ‘C’ 97,698 
Total Project Cost 1,501,365 


USE CATEGORY TYPE: 
OFFICE 


300 


% OF TOTAL ACTUAL ACTUAL 

COST $/GSF $/NASF 
40 13 18 
40 13 18 
1.90 -55 76 
56.20 16.03 22.13 
58.20 16.58 22.89 
19.90 5.67 7.83 
9.10 2.60 3.60 
2.60 .75 1.03 
85.00 24,23 33.45 
5.90 1.70 2.34 
2.50 .73 1.00 
8.50 2.42 3.35 
6.50 1.85 2.56 
6.50 1.85 2.56 
100.00 28.51 39.36 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


03/71 
04/71 — 07/72 
SLACK 


% OF TOTAL 
NASF AREA 


nnn sea E EEE EEE EESNSSEENNNTT 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 
SUBMISSION DATE: 


COST ELEMENT 


STUDENT SERVICES BUILDING 


WA672 
ADMINISTRATION 
NEW BUILDING 
7-1 

04/71 


ACTUAL 
COST 


Site Develop. (Excl.) 7 


Site Develop. (Incl.) 


14,943 


Alter’ns & Renova’ns = 


Site Development 


14,943 


Indirect & Gen’] Exp 


Substructure 


Horizontal Elements 


Exterior Cladding 
Int. Vert. Elements 


Multi-Storey Elements 


Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 


Architectural 
Building Cost 


Plumbing & Drains 


35,850 


1,174,474 
1,210,324 


Heat. Vent. & Cond. 


Mechanical 


Electrical 


Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


eee 


442,725 


175,621 
55,308 


1,788,305 


125,181 
53,649 


178,830 
131,500 


131,500 


2,098,635 


USE CATEGORY TYPE: 


OFFICE 


300 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


52,194 
74,936 
-70 
03/71 
04/71 — 07/72 
SLACK 


% OF TOTAL 
NASF AREA 


100.0 


40 na 


22/SEP/71 
PROJECT COST/SPACE RECORD 
PROJECT NAME: WINDSOR HALL SOUTH WING 65 ARTS ADMIN NASF: 37,778 
PROJECT NUMBER: W1003 USE CATEGORY TYPE: GSF: 61,420 
BUILDING TYPE: ADMINISTRATION OFFICE NASF/GSF: .62 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 03/66 
UACP CODE: 7-2 300 220 CONSTRUCTION TIME: 04/66 — 08/67 
SUBMISSION DATE: 11/67 MARKET CONDITION: BUSY 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 


COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 11,000 .60 18 .29 Classroom 14.7 
Site Develop. (Incl.) = es? cet aa 
Alter’ns & Renova’ns — _ =e = Special Purpose 
Site Development 11,000 .60 18 .29 Research 6.1 
Laboratory 31.0 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 45.1 
Int. Vert. Elements 
Multi-Storey Elements Library 0.2 
Interior Finishes 
Building Equipment 28,000 1.50 -46 -74 Physical Education — 
Cash Allowance 30,525 1.60 -50 81 
Built-in Equipment 21,900 1.20 .36 .58 Special Use 
Architectural 1,073,881 56.50 17.48 28.43 Audio Visual = 
Building Cost 1,154,306 60.80 18.79 30.55 Clinic = 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 275,500 14.50 4.49 7.29 Assembly = 
Exhibition — 
Electrical 245,000 12.90 3.99 6.49 Food _ 
Fed. Sales Tax Rebate 66,500 3.50 1.08 1.76 Recreation —_ 
Sub-Total ‘A’ 1,619,306 85.30 26.36 42.86 Supporting 
Data Processing 2.3 
Shops 0.2 
Fees 102,330 5.40 1.67 PIAA Physical Plant — 
Miscellaneous 2,485 10 .04 .O7 
Central Utility 3 
Sub-Total ‘B’ 104,815 5.50 17k QI 
Total NASF 100.0 
Furniture 174,975 9.20 2.85 4.63 Non-Assignable 
Equipment a = = =) Custodial 
Circulation 
Sub-Total ‘C’ 174,975 9.20 2.85 4.63 Mechanical 
Rest Room 
Total Project Cost 1,899,096 100.00 30.92 50.27 Unassignable 


a_i. 
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22/SEP/71 
PROJECT COST/SPACE RECORD 
PROJECT NAME: WINDSOR HALL TOWER N WING NASF: 65,952 
PROJECT NUMBER: WI1009 USE CATEGORY TYPE: GSF: 105,617 
BUILDING TYPE: ADMINISTRATION OFFICE NASF/GSF: -62 
PROJECT TYPE: OFFICE TENDER/ESTIMATE DATE: 01/64 
UACP CODE: 7-2 300 CONSTRUCTION TIME: 01/64 — 01/65 
SUBMISSION DATE: 11/68 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 10.5 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory 5.8 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 74.6 
Int. Vert. Elements 
| Multi-Storey Elements Library _ 
| Interior Finishes 
Building Equipment Physical Education a 
. Cash Allowance 
| Built-in Equipment Special Use 
| Architectural Audio Visual 0.2 
Building Cost Clinic — 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 514,780 18.00 A.87 7.81 Assembly = 
Exhibition = 
| Electrical 238,300 8.30 2.26 3.61 Food 1.0 
Fed. Sales Tax Rebate Recreation 0.6 
Sub-Total ‘A’ 2,484,476 87.00 23.52 37.67 Supporting 
Data Processing = 
Shops 6.9 
Fees 152,635 5.30 1.45 2.31 Physical Plant _— 
Miscellaneous 17,060 .60 16 26 
Central Utility = 
Sub-Total ‘B’ 169,695 5.90 1.61 2.57 
Total NASF 100.0 
Furniture 202,596 7.10 1.92 3.07 Non-Assignable 
Equipment == —_ = = Custodial 
Circulation 
| Sub-Total ‘C’ 202,596 7.10 1.92 3.07 Mechanical 
Rest Room 
Total Project Cost 2,856,767 100.00 27.05 43.32 Unassignable 
ee 
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COSTELEMENT OST OEE eee 


22/SEP/72 
PROJECT COST/SPACE RECORD 
PROJECT NAME: ATKINSON COLLEGE — PHASE 2 NASF: 31,412 
PROJECT NUMBER: YOO59 USE CATEGORY TYPE: GSF: 49,868 
BUILDING TYPE: ADMINISTRATION OFFICE NASF/GSF: .63 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 07/70 
UACP CODE: (eo! 300 CONSTRUCTION TIME: 07/70 — 10/71 
SUBMISSION DATE: 03/71 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom _ 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research — 
Laboratory — 
Indirect & Gen’! Exp Dry Lab 
Substructure : Wet Lab 
Horizontal Elements 
Exterior Cladding Office 93.5 ; 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment 90,570 5.60 1.82 2.88 Physical Education = 
Cash Allowance 11,673 .70 .23 al 
Built-in Equipment — — — — Special Use 
Architectural 713,767 44.00 14.31 DONA) Audio Visual —= 
Building Cost 816,010 50.30 16.36 25.98 Clinic —— 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 343,000 21.10 6.88 10.92 Assembly = 
Exhibition = 
Electrical 110,742 6.80 2.22 3.53 Food = 
Fed. Sales Tax Rebate 38,094 2.30 .76 7 ed Recreation 6.5 
Sub-Total ‘A’ 1,231,658 75.90 24.70 39.21 Supporting 
Data Processing = 
Shops == 
Fees 80,062 4.90 1.61 2255 Physical Plant — 
Miscellaneous 36,950 2.30 -74 1.18 
Central Utility — 
Sub-Total ‘B’ 117,012 7.20 2.35 3.73 
Total NASF 100.0 
Furniture 174,068 10.70 3.49 5.54 Non-Assignable 
Equipment 100,000 6.20 2.01 3.18 Custodial 
Circulation 
Sub-Total ‘C’ 274,068 16.90 5.50 8.72 Mechanical 
Rest Room 
Total Project Cost 1,622,738 100.00 32.54 51.66 Unassignable 


i 


Administration Buildings Additions 


44 


ee ee 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 


ADMINISTRATION BUILDING 
ERO12 


BUILDING TYPE: ADMINISTRATION 
PROJECT TYPE: ADDITION 
UACP CODE: (6 
SUBMISSION DATE: 03/69 
ACTUAL 
COST ELEMENT COST 
Site Develop. (Excl.) 10,000 
Site Develop. (Incl.) 37,000 
Alter’ns & Renova’ns 13,919 
Site Development 60,919 
Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 4,000 
Cash Allowance 13,000 
Built-in Equipment _— 
Architectural 426,268 
Building Cost 443,268 
Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 165,000 
Electrical 87,000 
Fed. Sales Tax Rebate 19,576 
Sub-Total ‘A’ 736,611 
Fees 25,000 
Miscellaneous = 
Sub-Total ‘B’ 25,000 
Furniture 209,800 
Equipment 265,000 
Sub-Total ‘C’ 474,800 
Total Project Cost 1,236,411 


USE CATEGORY TYPE: 


% OF TOTAL ACTUAL 
COST $/GSF 
.80 124 
3.00 87 
1.10 .33 
4.90 1.44 
.30 .09 
1.10 .31 
34.50 10.05 
35.90 10.45 
13.30 3.89 
7.00 2.05 
1.60 46 
59.60 17.36 
2.00 .59 
2.00 59 
17.00 4.94 
21.40 6.25 
38.40 11.19 
100.00 29.14 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


32,226 
42,432 
-76 
01/69 
02/69 — 08/69 
NORMAL 


% OF TOTAL 
NASF AREA 


23.9 


nnn aad EES ydEEEEEES SS 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: STEVENSON HALL ADDITION 1965 NASF: 13,767 
PROJECT NUMBER: WEO014 USE CATEGORY TYPE: GSF: 21,228 
; BUILDING TYPE: ADMINISTRATION NASF/GSF: -65 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 02/66 
UACP CODE: i—2 CONSTRUCTION TIME: 03/66 — 05/67 
SUBMISSION DATE: 02/66 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom som 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 98.5 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education — 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual a 
Building Cost Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly — 
Exhibition rae 
Electrical Food = 
Fed. Sales Tax Rebate Recreation = 
Sub-Total ‘A’ 634,648 83.00 29.90 46.10 Supporting 
Data Processing 9.5 
Shops > 
Fees 37,392 4.90 1.76 2.72 Physical Plant — 
Miscellaneous 28,717 3.80 1.35 2.09 
Central Utility a 
Sub-Total ‘B’ 66,109 8.60 3.11 4.80 
Total NASF 100.0% 
Furniture 63,773 8.30 3.00 4.63 Non-Assignable 
Equipment _ _— —_— — Custodial 
Circulation 
Sub-Total ‘C’ 63,773 8.30 3.00 4.63 Mechanical 
Rest Room 
Total Project Cost 764,530 100.00 36.02 55.53 Unassignable 
eee 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: WE037 
BUILDING TYPE: ADMINISTRATION 
PROJECT TYPE: ADDITION 


UACP CODE: aaah 
SUBMISSION DATE: 04/71 


ACTUAL 

COST ELEMENT COST 

Site Develop. (Excl.) — 

Site Develop. (Incl.) 9,800 

Alter’ns & Renova’ns 24,000 
Site Development 33,800 

Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 1,369 

Cash Allowance 7,083 

Built-in Equipment = 

Architectural 358,637 
Building Cost 367,089 

Plumbing & Drains 

Heat. Vent. & Cond. 
Mechanical 139,492 

Electrical 60,725 

Fed. Sales Tax Rebate 18,036 
Sub-Total ‘A’ 583,070 

Fees 40,830 

Miscellaneous 17,500 
Sub-Total ‘B’ 58,330 

Furniture 34,000 

Equipment = 
Sub-Total ‘C’ 34,000 


Total Project Cost 675,400 


STEVENSON—LAWSON BRIDGE BLDG ADD 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


1.50 
3.60 
5.00 


ACTUAL 
$/GSF 


47 
1.16 
1.63 


ACTUAL 
$/NASF 


-89 
2.19 
3.08 


NASF: 
GSF: 
NASF/GSF: 


10,964 
20,777 
-53 


TENDER/ESTIMATE DATE: 04/71 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


05/71 — 12/71 
NORMAL 


% OF TOTAL 
NASF AREA 


69.2 


100.0% 


a 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


WINDSOR HALL NTH WING EXT 


PROJECT NUMBER: WI031 

BUILDING TYPE: ADMINISTRATION 
PROJECT TYPE: ADDITION 

UACP CODE: tinal 


SUBMISSION DATE: 11/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Sr ees 
i = = = Classroom Diy |) 
9,556 1.30 .38 -67 
13,453 1.80 54 94 Special Purpose 
23,009 3.00 92 1.61 Research = 
Laboratory — 
Dry Lab 
Wet Lab 
Office Wood, 
Library = 
34,735 4.60 1.39 2.43 Physical Education — 
2,500 -30 10 17 
1,139 .10 -05 .08 Special Use 
386,169 50.80 15.48 27.00 Audio Visual _ 
424,543 55.90 17.02 29.69 Clinic _ 
Demonstration = 
General Use 
104,366 13.70 4.18 7.30 Assembly — 
Exhibition So 
72,900 9.60 2.92 5.10 Food ry 
24,993 3.30 1.00 4.75 Recreation “S 
599,825 78.90 24.04 41.95 Supporting 
Data Processing == 
Shops = 
38,487 5.10 1.54 2.69 Physical Plant = 
21,495 2.80 86 1.50 
Central Utility =< 
59,982 7.90 2.40 4.19 
Total NASF 99.9% 
90,000 11.80 3.61 6.29 Non-Assignable 
10,000 1.30 .40 .70 Custodial 
Circulation 
100,000 13.20 4.01 6.99 Mechanical 
Rest Room 
759,807 100.00 30.45 53.13 Unassrenable 


Total Project Cost 


USE CATEGORY TYPE: 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


14,300 
24,950 
-57 
09/68 
10/68 — 07/69 
SLACK 


Herbert Agnew Associates, Architect 
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Administration Buildings Alterations 


PROJECT COST/SPACE RECORD 


PROJECT NAME: ADMINISTRATION BUILDING — ALTER. NASF: 12,973 
PROJECT NUMBER: CA065 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: ADMINISTRATION NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 02/71 

UACP CODE: Leal CONSTRUCTION TIME: 


SUBMISSION DATE: 02/71 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


COSTELEMENT 8 EE _ ee 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’1 Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


I 


3,019 


3,019 


79,705 
719,705 


82,724 


8,272 
2,482 
10,754 
19,104 
60,500 


79,604 


173,082 


1.70 


1.70 


46.10 
46.10 


-23 


-23 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


100.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ALTERATIONS FOR ADMIN STAGING NASF: 25,817 
PROJECT NUMBER: QU046 USE CATEGORY TYPE: GSF: 34,693 
BUILDING TYPE: ADMINISTRATION NASF/GSF: 74 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 01/67 
UACP CODE: i=? CONSTRUCTION TIME: 01/67 — 01/68 
SUBMISSION DATE: 07/69 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research rc 
| Laboratory = 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office es 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment Physical Education == 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual = 
Building Cost Clinic = 
Demonstration — 


Plumbing & Drains 


Heat. Vent. & Cond. General Use 
Mechanical Assembly = 
Exhibition = 
Electrical Food == 
Fed. Sales Tax Rebate Recreation = 


Sub-Total ‘A’ 16,249 73.90 2.20 2.95 Supporting 
Data Processing = 
Shops == 
Fees 4,575 4.40 213 18 Physical Plant = 
Miscellaneous 2,287 2.20 -07 09 


Central Utility a 


Sub-Total ‘B’ 6,862 6.70 -20 27 
Total NASF 0.0% 


Furniture 20,000 19.40 -58 trie Non-Assignable 
Equipment = — _— _ Custodial 
Circulation 
Sub-Total ‘C’ 20,000 19.40 58 Py it | Mechanical 


Rest Room 


Total Project Cost 103,111 100.00 2.97 3.99 Unassignable 


ee ee ______ EEE ae. 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ALTERATIONS FOR ADMIN STAGING NASF: 8,235 
PROJECT NUMBER: QU077 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: ADMINISTRATION NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 01/68 

UACP CODE: 1-2 


CONSTRUCTION TIME: 


SUBMISSION DATE: 02/70 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


COSTELEMENT OS Oe 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


a 


80,517 83.50 
4,831 5.00 
2,416 2.50 
1,247 7.50 
8,700 9.00 
8,700 9.00 

96,464 100.00 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


0.0% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: ALTERATIONS FOR ADMINISTRATIVE STAGING 


PROJECT NUMBER: QU079 

BUILDING TYPE: ADMINISTRATION 
PROJECT TYPE: ALTERATION 
UACP CODE: Lssil 

SUBMISSION DATE: 03/70 


ACTUAL 
COST ELEMENT COST 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 222,192 


Fees 

Miscellaneous 
Sub-Total ‘B’ 

Furniture 


Equipment 


Sub-Total ‘C’ 


Total Project Cost 222,192 


% OF TOTAL 
COST $/GSF 
CT 


USE CATEGORY TYPE: 


ACTUAL 


NASF: 

GSF: 

NASF/GSF: 

TENDER/ESTIMATE DATE: 07/69 
CONSTRUCTION TIME: 

MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


% OF TOTAL 
NASF AREA 


a eee eee 
| 


PROJECT COST/SPACE RECORD 


PROJECT NAME: ALTERATIONS FOR ADMINISTRATIVE STAGING NASF: 27,943 
PROJECT NUMBER: QU086 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: ADMINISTRATION NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 04/70 
UACP CODE: til CONSTRUCTION TIME: 05/70 — 04/71 
SUBMISSION DATE: 03/71 MARKET CONDITION: NORMAL 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


Site Develop. (Excl.) 
Site Develop. (Incl.) 
Alter’ns & Renova’ns 


Classroom 


Special Purpose 


Site Development Research aa 
Laboratory aa 

Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library ae 


Interior Finishes 

Building Equipment 

Cash Allowance 

Built-in Equipment 

Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 


Mechanical Assembly =" 
Exhibition = 
Electrical Food re 
Fed. Sales Tax Rebate Recreation = 
Sub-Total ‘A’ 159,854 89.20 5.72 Supporting 
Data Processing == 
Shops a 
Fees Physical Plant = 
Miscellaneous 
Central Utility 3 
Sub-Total ‘B’ 
Total NASF 0.0% 
Furniture 19,448 10.80 70 Non-Assignable 
Equipment — — = Custodial 
Circulation 
Sub-Total ‘C’ 19,448 10.80 -70 Mechanical 
Rest Room 
Total Project Cost 179,302 100.00 6.42 Unassignable 


i 


Administration Buildings Renovations 


PROJECT COST/SPACE RECORD 


PROJECT NAME: BORDEN GARAGE CONVERSION — BOOK NASF: 11,780 


PROJECT NUMBER: TO042 USE CATEGORY TYPE: GSF: 17,540 
BUILDING TYPE: ADMINISTRATION NASF/GSF: 67 
PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 07/66 


UACP CODE: Za 
SUBMISSION DATE: 04/68 


CONSTRUCTION TIME: 07/66 — 10/66 
MARKET CONDITION: NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom — 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research — 
Laboratory — 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office — 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment Physical Education — 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual -- 
Building Cost Clinic — 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly — 
Exhibition — 
Electrical Food a 
Fed. Sales Tax Rebate Recreation — 
Sub-Total ‘A’ 101,351 70.00 5.78 8.60 Supporting 
Data Processing — 
Shops a 
Fees Physical Plant = 
Miscellaneous 
Central Utility <= 
Sub-Total ‘B’ 
Total NASF 0.0% 
Furniture 43,523 30.00 2.48 3.69 Non-Assignable 
Equipment _ —_ — _ Custodial 
Circulation 
Sub-Total ‘C’ 43,523 30.00 2.48 3.69 Mechanical 
Rest Room 
Total Project Cost 144,874 100.00 8.26 12.30 Unassignable 


 ——————— 


Arts Buildings 


It will be noted that no percentage space breakdowns exist for the following projects: 


LA Ss02 
SC 02 
WI 10 


These projects were begun before the Department of University Affairs was in 
existence—consequently, a facility analysis detail—or space breakdown do not 
exist for them as projects. It is a fact that the OUPRS (Ontario Universities 
Physical Resources Survey) provides a space use categorization for the building but 
it is not possible to interface, with accuracy, the building as it exists in 1969 with 
the project as it existed prior to 1964—consequently, no space percentage break- 
down is provided. 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: CA013 
BUILDING TYPE: ARTS 
PROJECT TYPE: 

UACP CODE: 7-2 
SUBMISSION DATE: 02/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


NEW BUILDING 


ACTUAL 
COST 


79,000 


79,000 


232,000 


26,000 
4,742,277 
5,000,277 


1,511,949 


654,774 
289,840 


6,956,160 


434,760 
242,718 


677,478 


384,166 
447,505 


831,671 


8,465,309 


SOCIAL SCIENCE BLDG — ARTS 2 (LOEB) 1965 
USE CATEGORY TYPE: 
LABORATORY 


220 300 


% OF TOTAL 


COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


107,868 
240,217 
45 
03/66 
04/66 — 08/67 
NORMAL 


% OF TOTAL 
NASF AREA 


14.6 


eee ————L— KK 
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| 22/SEP/71 
| PROJECT COST/SPACE RECORD 
PROJECT NAME: ARTS I — 69 NASF: 110,274 
PROJECT NUMBER: CA049 USE CATEGORY TYPE: GSF: 183,082 
BUILDING TYPE: ARTS OFFICE NASF/GSF: .60 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 11/69 
UACP CODE: ee 300 220 CONSTRUCTION TIME: 01/70 — 06/71 
SUBMISSION DATE: 02/70 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
eee 
Site Develop. (Excl.) a a a re Classroom 16.4 
Site Develop. (Incl.) 364,846 5.40 1.99 3.31 
Alter’ns & Renova’ns = = = = Special Purpose 
Site Development 364,846 5.40 1.99 3.31 Research = 
Laboratory 31.9 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 49.7 
Int. Vert. Elements 
Multi-Storey Elements Library 1.5 
Interior Finishes 
Building Equipment 25,260 .40 | .23 Physical Education _ 
Cash Allowance 225,628 3.40 1.23 2.05 
Built-in Equipment — — => = Special Use 
Architectural 3,072,986 45.90 16.78 27.87 Audio Visual _— 
Building Cost 3,323,874 49.60 18.16 30.14 Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 990,387 14.80 5.41 8.98 Assembly _ 
Exhibition — 
Electrical 505,343 7.50 2.76 4.58 Food — 
Fed. Sales Tax Rebate 144,588 2.20 -79 1:31 Recreation _— 
Sub-Total ‘A’ 5,039,862 75.30 27.53 45.70 Supporting 
Data Processing 0.5 
Shops — 
Fees 352,790 5.30 1.93 3.20 Physical Plant = 
Miscellaneous 151,196 2.30 83 1.37 
Central Utility = 
Sub-Total ‘B’ 503,986 7.50 2.75 4.57 
Total NASF 100.0 
Furniture 688,445 10.30 3.76 6.24 Non-Assignable 
Equipment 463,382 6.90 2.53 4.20 Custodial 
Circulation 
Sub-Total ‘C’ 1,151,827 17.20 6.29 10.45 Mechanical 
Rest Room 
Total Project Cost 6,695,675 100.00 36.57 60.72 Unassignable 


60 


cn at 


22/SEP/71 

PROJECT COST/SPACE RECORD 

PROJECT NAME: ARTS I 65 NASF: 109,864 
PROJECT NUMBER: GU002 USE CATEGORY TYPE: GSF: 215,053 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: 51 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: — 11/65 © 

UACP CODE: 7-2 100 300 CONSTRUCTION TIME: 12/65 — 08/67 


SUBMISSION DATE: 12/68 


MARKET CONDITION: NORMAL 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


i 


ACTUAL 


COST 


6,811 
97,471 


104,282 


87,220 
80,865 
21,106 
3,124,569 
3,313,760 


1,193,838 


422,328 
227,452 


4,806,756 
360,095 
44,548 
404,643 
509,983 
121,433 


631,416 


5,842,815 


% OF TOTAL 


COST 


10 
1.70 


1.80 


ACTUAL 
$/GSF 


.03 
-45 


-48 


ACTUAL 
$/NASF 


-06 
89 


-95 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


% OF TOTAL 
NASF AREA 


41.2 


100.0 


22/SEP/71 
PROJECT COST/SPACE RECORD 
PROJECT NAME: ACADEMIC BUILDING NASF: 42,917 
PROJECT NUMBER: LH032 USE CATEGORY TYPE: GSF: 72,783 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: .59 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 03/71 
UACP CODE: 7-1 100 220 CONSTRUCTION TIME: 04/71 — 08/72 
SUBMISSION DATE: 04/71 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 59.6 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 28.4 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment = = = = Physical Education _ 
Cash Allowance 35,000 1.40 -48 .82 
Built-in Equipment 40,000 1.60 .55 93 Special Use 
Architectural 1,214,000 48.30 16.68 28.29 Audio Visual = 
Building Cost 1,289,000 51.30 72 30.03 Clinic = 
Demonstration —_ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 489,100 19.50 6.72 11.40 Assembly = 
Exhibition — 
Electrical 268,300 10.70 3.69 6.25 Food my 
Fed. Sales Tax Rebate 61,400 2.40 84 1.43 Recreation 11.5 
Sub-Total ‘A’ 1,985,000 79.00 Qieat 46.25 Supporting 
Data Processing _— 
Shops 0.5 
Fees 155,000 6.20 2213 3.61 Physical Plant = 
Miscellaneous 73,400 2.90 1.01 Taga | 
Central Utility = 
Sub-Total ‘B’ 228,400 9.10 3.14 5.32 
Total NASF 100.0 
Furniture 250,000 9.90 3.43 5.83 Non-Assignable 
Equipment 50,000 2.00 .69 1.17 Custodial 
Circulation 
Sub-Total ‘C’ 300,000: 11.90 4.12 6.99 Mechanical 


Rest Room 


Total Project Cost 2,513,400 100.00 34.53 58.56 Unassignable 
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nr eet 


2 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: LA002 
BUILDING TYPE: ARTS 
PROJECT TYPE: 

UACP CODE: 7-2 
SUBMISSION DATE: 06/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


NEW BUILDING 


ACTUAL 
COST 


48,661 


48,661 


27,743 


1,104,568 


45,737 


1,107,492 


66,608 
995 


67,603 
2,966 


2,966 


1,178,061 


ARTS & HUMANITIES BUILDING — 65 


USE CATEGORY TYPE: 
CLASSROOM 


100 


% OF TOTAL ACTUAL 
COST $/GSF 
4.10 98 
4.10 -98 
2.40 56 
93.80 22.15 
3.90 92 
94.00 22.21 
5.70 1.34 
10 .02 
5.70 1.36 
30 -06 
30 -06 
100.00 23.62 


ACTUAL 
$/NASF 


1.78 


1.78 


43.06 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


27,356 
49,867 
-55 
05/63 
05/63 — 10/64 


% OF TOTAL 
NASF AREA 


nnn EEE 
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22/SEP/71 
PROJECT COST/SPACE RECORD 
PROJECT NAME: HUMANITIES & SOCIAL SCIENCES I 1965 NASF: 47,433 
PROJECT NUMBER: MCO005 USE CATEGORY TYPE: GSF: 88,093 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: 54 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 04/64 
UACP CODE: 7-2 100 300 CONSTRUCTION TIME: 06/64 — 06/65 
SUBMISSION DATE: 11/67 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST cost $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 145,895 6.10 1.66 3.08 Classroom 50.6 
Site Develop. (Incl.) _ _ — — 
Alter’ns & Renova’ns _— _ - — Special Purpose 
Site Development 145,895 6.10 1.66 3.08 Research = 
Laboratory = 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 33.6 
Int. Vert. Elements 
Multi-Storey Elements Library 2.0 
Interior Finishes 
Building Equipment 4,821 -20 -05 10 Physical Education = 
Cash Allowance 21,000 90 24 44 
Built-in Equipment = == — = Special Use 
Architectural 1,079,314 45.50 eseo 2218 Audio Visual —_ 
Building Cost 1,105,135 46.50 12.55 23.30 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 369,357 15.60 4.19 7.79 Assembly as 
Exhibition — 
Electrical 165,849 7.00 1.88 3.50 Food = 
Fed. Sales Tax Rebate j Recreation 4.9 
Sub-Total ‘A’ 1,786,236 75.20 20.28 37.66 Supporting 
Data Processing 0.4 
Shops 8.5 
Fees 97,475 4.10 1.11 2.06 Physical Plant i 
Miscellaneous 61,939 2.60 -70 1.31 
Central Utility on 
Sub-Total ‘B’ 159,414 6.70 1.81 3.36 
Total NASF 100.0 
Furniture 240,059 10.10 2:13 5.06 Non-Assignable 
Equipment 188,941 8.00 2.14 3.98 Custodial 
Circulation 
Sub-Total ‘C’ 429,000 18.10 4.87 9.04 Mechanical 
Rest Room 
Total Project Cost 2,374,650 100.00 26.96 50.06 Unassignable 


22/SEP/72 
PROJECT COST/SPACE RECORD 


PROJECT NAME: HUMANITIES & SOCIAL SCIENCES 2 1966 NASF: 72,316 
PROJECT NUMBER: MCO013 USE CATEGORY TYPE: GSF: 136,387 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: 53 


PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 06/65 


UACP CODE: 7-2 100 720 CONSTRUCTION TIME: 07/65 — 09/67 
SUBMISSION DATE: 11/67 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
el 
Site Develop. (Excl.) 76,593 2.00 .56 1.06 Classroom 25.4 
Site Develop. (Incl.) — — — = 
Alter’ns & Renova’ns — —_ = — Special Purpose 
Site Development 76,593 2.00 56 1.06 Research = 
Laboratory 20.2 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 21.6 
Int. Vert. Elements 
Multi-Storey Elements Library 7 
Interior Finishes 
Building Equipment 54,612 1.40 .40 -76 Physical Education = 
Cash Allowance 31,485 .80 .23 44 
Built-in Equipment 2,753 10 -02 .04 Special Use 
Architectural 1,911,045 50.50 14.01 26.43 Audio Visual = 
Building Cost 1,999,895 52.80 14.66 27.65 Clinic — 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 743,500 19.60 5.45 10.28 Assembly 10.0 
Exhibition 4.4 
Electrical 259,605 6.90 1.90 3.59 Food 8.7 
Fed. Sales Tax Rebate Recreation 6.4 
Sub-Total ‘A’ 3,079,593 81.30 22.58 42.59 Supporting 
Data Processing esa 
Shops 1.6 
Fees 180,000 4.80 iL gy 2.49 Physical Plant — 
Miscellaneous 56,504 1.50 -41 -78 
Central Utility — 
Sub-Total ‘B’ 236,504 6.20 1.73 3.27 
Total NASF 100.0 
Furniture 249,355 6.60 1.83 3.45 Non-Assignable 
Equipment 220,645 5.80 1.62 3.05 Custodial 
Circulation 
Sub-Total ‘C’ 470,000 12.40 3.45 6.50 Mechanical 
Rest Room 
Total Project Cost 3,786,097 100.00 27.76 52.35 Unassignable 


65 
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22/SEP/71 | 


| PROJECT COST/SPACE RECORD 


PROJECT NAME: PSYCHOLOGY BLDG — 65 NASF: 48,526 
PROJECT NUMBER: MCO017 USE CATEGORY TYPE: GSF: 89,066 
BUILDING TYPE: ARTS RESEARCH NASF/GSF: 54 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 03/68 
UACP CODE: 7-1 210 CONSTRUCTION TIME: 06/68 — 10/69 
SUBMISSION DATE: 04/68 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
ce 
Site Develop. (Excl.) 58,000 1.50 65 1.20 Classroom at Veal 
Site Develop. (Incl.) oS as — = 
Alter’ns & Renova’ns = = = = Special Purpose 
Site Development 58,000 1.50 .65 1.20 Research 58.0 
Laboratory 12.3 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 14.7 
Int. Vert. Elements 
Multi-Storey Elements Library 1.5 
Interior Finishes 
Building Equipment 9,354 -20 11 19 Physical Education ar 
Cash Allowance 120,945 3.10 1.36 2.49 
Built-in Equipment 168,123 4.30 1.89 3.46 Special Use 
Architectural 1,541,048 39.10 17.30 31.76 Audio Visual = 
Building Cost 1,839,470 46.70 20.65 37.91 Clinic = 
Demonstration << 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 504,330 12.80 5.66 10.39 Assembly at 
Exhibition +s 
Electrical 276,200 7.00 3.10 5.69 Food =: 
Fed. Sales Tax Rebate : Recreation 0.9 
Sub-Total ‘A’ 2,678,000 68.00 30.07 55.19 Supporting 
Data Processing eam 
Shops = 
Fees 174,930 4.40 1.96 3.60 Physical Plant 1.5 
Miscellaneous 66,070 1.70 Bg fe} 1.36 
Central Utility ak 
Sub-Total ‘B’ 241,000 6.10 Pata 4.97 
Total NASF 100.0 
Furniture 120,000 3.00 1.35 2.47 Non-Assignable 
Equipment 901,000 22.90 10.12 18.57 Custodial 
Circulation 
Sub-Total ‘C’ 1,021,000 25.90 11.46 21.04 Mechanical 
Rest Room 
Total Project Cost 3,940,000 100.00 44,24 81.19 Unassignable 
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22/SEP/71 
PROJECT COST/SPACE RECORD 
PROJECT NAME: HUMANITIES & SOCIAL SCIENCES 3 1967 NASF: 69,382 
PROJECT NUMBER: MC035 USE CATEGORY TYPE: GSF: 120,499 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: .58 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 03/69 
UACP CODE: 7-1 100 300 CONSTRUCTION TIME: 11/69 — 03/71 
SUBMISSION DATE: 05/69 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 47,025 1.20 .39 .68 Classroom 38.0 
Site Develop. (Incl.) 73,000 1.80 61 1.05 
Alter’ns & Renova’ns 46,000 1.10 .38 .66 Special Purpose 
Site Development 166,025 4.10 1.38 2.39 Research 6.4 
Laboratory 5.0 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 33.5 
Int. Vert. Elements 
Multi-Storey Elements Library 2.0 
Interior Finishes 
Building Equipment 169,120 4.10 1.40 2.44 Physical Education _ 
Cash Allowance 132.075 3.20 110 1.90 
Built-in Equipment 6,550 .20 .05 .09 Special Use 
Architectural 1,761,837 43.20 14.62 25.39 Audio Visual _ 
Building Cost 2,069,582 50.70 17.18 29.83 Clinic = 
Demonstration _— 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 672,300 16.50 5.58 9.69 Assembly — 
Exhibition == 
Electrical 260,000 6.40 2.16 31) Food 7.6 
Fed. Sales Tax Rebate Recreation 6.3 
Sub-Total ‘A’ 3,167,907 77.60 26.29 45.66 Supporting 
Data Processing 1.3 
Shops sar 
Fees 223,000 5.50 1.85 3.21 Physical Plant me 
Miscellaneous 95,000 2.30 19 1.37 
Central Utility 3 
Sub-Total ‘B’ 318,000 7.80 2.64 4.58 
Total NASF 100.0 
Furniture 388,000 9.50 3.22 5.59 Non-Assignable 
Equipment 206,000 5.00 igi 2.97 Custodial 
Circulation 
Sub-Total ‘C’ 594,000 14.60 4.93 8.56 Mechanical 
Rest Room 
Total Project Cost 4,079,907 100.00 33.86 58.80 Unassignable 


nn ee EE SESS ES ESSER 


22/SEP/71 
PROJECT COST/SPACE RECORD 
PROJECT NAME: HUMANITIES 1965 NASF: 33,252 
PROJECT NUMBER: QUO005 USE CATEGORY TYPE: GSF: 69,017 
BUILDING TYPE: ARTS OFFICE NASF/GSF: .48 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 10/65 
UACP CODE: 7-2 300 CONSTRUCTION TIME: 12/65 — 06/67 
SUBMISSION DATE: 10/67 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 48,268 2.20 -70 1.45 Classroom L7.2 
Site Develop. (Incl.) = _ — — 
Alter’ns & Renova’ns = — — — Special Purpose 
Site Development 48,268 2.20 -70 1.45 Research — 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 66.7 
Int. Vert. Elements 
Multi-Storey Elements Library 5.3 
Interior Finishes 
Building Equipment 39,803 1.80 58 1.20 Physical Education — 
Cash Allowance 45,963 2.10 67 1.38 
Built-in Equipment — _ — _ Special Use 
Architectural 1,020,753 45.70 14.79 30.70 Audio Visual — 
Building Cost 1,106,519 49.60 16.03 33.28 Clinic _ 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 597.426 26.80 8.66 17.97 Assembly = 
Exhibition ss 
Electrical 124,000 5.60 1.80 3.73 Food = 
Fed. Sales Tax Rebate 79,640 3.60 3 i Us 2.40 Recreation 10.8 
Sub-Total ‘A’ 1,796,573 80.50 26.03 54.03 Supporting 
Data Processing — 
Shops = 
Fees 121,258 5.40 1.76 3.65 Physical Plant = 
Miscellaneous 9,743 .40 14 29 
Central Utility 
Sub-Total ‘B’ 131,001 5.90 1.90 3.94 
Total NASF 100.0 
Furniture 285,053 12.80 4.13 8.57 Non-Assignable 
Equipment 18,647 .80 ATL 56 Custodial 
Circulation 
Sub-Total ‘C’ 303,700 13.60 4.40 9.13 Mechanical 
Rest Room 
Total Project Cost PO OTE 100.00 32.33 67.10 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: PSYCHOLOGY BUILDING NASF: 32,631 
PROJECT NUMBER: QU026 USE CATEGORY TYPE: GSF: 57,512 
BUILDING TYPE: ARTS LABORATORY NASF/GSF: 57 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 10/67 
UACP CODE: 5 220 CONSTRUCTION TIME: 11/68 — 09/69 
SUBMISSION DATE: 03/70 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) ae 3 = we Classroom 10.6 
Site Develop. (Incl.) 35,129 1.40 61 1.08 
Alter’ns & Renova’ns ine . ea a Special Purpose 
Site Development 35,129 1.40 -61 1.08 Research 4.0 
Laboratory 54.9 
Indirect & Gen’] Exp 184,227 7.40 3.20 5.65 Dry Lab 
Substructure (PRS 2.90 ZO 2.22 Wet Lab 
Horizontal Elements 224,326 9.00 3.90 6.87 
Exterior Cladding 239,049 9.60 4.16 7.33 Office 19.3 
Int. Vert. Elements 132,161 5.30 2.30 4.05 
Multi-Storey Elements 60,711 2.40 1.06 1.86 Library 6.1 
Interior Finishes 106,546 4.30 1.85 3.27 
Building Equipment = = — = Physical Education =F 
Cash Allowance 89,405 3.60 1.55 2.74 
Built-in Equipment 126,313 5.10 2.20 3.87 Special Use 
Architectural Audio Visual = 
Building Cost 1,235,316 49.50 21.48 37.86 Clinic 4.9 
Demonstration — 
Plumbing & Drains 101,740 4.10 ileeeyt Sal2 
Heat. Vent. & Cond. 378,922 15.20 6.59 11.61 General Use 
Mechanical 480,662 19.30 8.36 14.73 Assembly — 
Exhibition = 
Electrical 233,896 9.40 4.07 4 foi Nef Food — 
Fed. Sales Tax Rebate 77,995 3.10 1.36 2.39 Recreation = 
Sub-Total ‘A’ 1,907,008 76.40 Soul 58.44 Supporting 
Data Processing — 
Shops — 
Fees 150,071 6.00 2.61 4.60 Physical Plant —_— 
Miscellaneous 38,501 1°50 .67 1.18 
Central Utility _ 
Sub-Total ‘B’ 188,572 7.60 3.28 5.78 
Total NASF 100.0 
Furniture 93,250 3.70 1.62 2.86 Non-Assignable 
Equipment 307,192 12.30 5.34 9.41 Custodial 
; Circulation 
Sub-Total ‘C’ 400,442 16.00 6.96 PAPAL Mechanical 


Rest Room 


Total Project Cost 2,496,022 100.00 43.40 76.49 Unassignable 


a EE ee 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ERINDALE COLLEGE NASF: 40,624 
PROJECT NUMBER: ERO02 USE CATEGORY TYPE: GSF: 58,069 
BUILDING TYPE: ARTS OFFICE NASF/GSF: -70 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 09/66 
UACP CODE: 7-2 300 220 CONSTRUCTION TIME: 10/66 — 08/67 
SUBMISSION DATE: 11/68 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) == = >= = Classroom 9.8 
Site Develop. (Incl.) 10,397 50 18 26 
Alter’ns & Renova’ns a = — = Special Purpose 
Site Development 10,397 -50 18 -26 Research 1.0 
Laboratory 0.4 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 32.1 
Int. Vert. Elements 
Multi-Storey Elements Library 10.1 
Interior Finishes 
Building Equipment Physical Education _— 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 1,092,858 55.30 18.82 26.90 Audio Visual 1.8 
Building Cost 1,092,858 55.30 18.82 26.90 Clinic 1 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly = 
Exhibition = 
Electrical Food 2.6 
Fed. Sales Tax Rebate 44,623 2.30 BLE 1.10 Recreation Te 
Sub-Total ‘A’ 1,058,632 53.50 18.23 26.06 Supporting 
2 Data Processing 2.4 
Shops = 
Fees 58,000 2.90 1.00 1.43 Physical Plant 4.1 
Miscellaneous = — aot Sa 
Central Utility = 
Sub-Total ‘B’ 58,000 2.90 1.00 1.43 
Total NASF 100.0 
Furniture 269,628 13.60 4.64 6.64 Non-Assignable 
Equipment 591,480 29.90 10.19 14.56 Custodial 
Circulation 
Sub-Total ‘C’ 861,108 43.50 14.83 21.20 Mechanical 
Rest Room 
Total Project Cost 1,977,740 100.00 34.06 48.68 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: SCARBOROUGH COLLEGE NASF: 194,257 
PROJECT NUMBER: SC002 USE CATEGORY TYPE: GSF: 384,533 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: 61 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 05/64 
UACP CODE: 7-2 100 220 CONSTRUCTION TIME: 05/64 — 05/66 
SUBMISSION DATE: 11/68 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 1,692,846 9.30 4.40 8.71 Classroom 
Site Develop. (Incl.) = _ a — 
Alter’ns & Renova’ns 1125922 .60 .29 58 Special Purpose 
Site Development 1,805,768 9.90 4.70 9.30 Research 
Laboratory 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment 148,177 .80 89 .76 Physical Education 
Cash Allowance 81,503 .40 Pail 42 
Built-in Equipment 745,037 4.10 1.94 3.84 Special Use 
Architectural 8,903,437 49.00 2355 45.83 Audio Visual 
Building Cost 9,878,154 54.30 25.69 50.85 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 2,786,160 15.30 7.25 14.34 Assembly 
Exhibition 
Electrical 983,283 5.40 2.56 5.06 Food 
Fed. Sales Tax Rebate 527,100 2.90 1.37 i Recreation 
Sub-Total ‘A’ 14,926,265 82.10 38.82 76.84 Supporting 
Data Processing 
Shops 
Fees 880,576 4.80 2.29 4.53 Physical Plant 
Miscellaneous 139,664 .80 .36 SF 
Central Utility 
Sub-Total ‘B’ 1,020,240 5.60 2.65 5.25 
Total NASF 
Furniture 410,489 2.30 1.07 S11 Non-Assignable 
Equipment 1,826,690 10.00 4.75 9.40 Custodial 
Circulation 
Sub-Total ‘C’ 22387419 12.30 - 5.82 11.52 Mechanical 


Rest Room 


Total Project Cost 18,183,684 100.00 47.29 93.61 Unassignable 


eer 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: SCO007 
BUILDING TYPE: ARTS 
PROJECT TYPE: 

UACP CODE: 7-1 
SUBMISSION DATE: 06/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’! Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


NEW BUILDING 


22/SEP/71 
SCARBOROUGH COLLEGE PHASE 2A STAGE 1 NASF: 110,073 
USE CATEGORY TYPE: GSF: 167,292 
PHYSICAL EDUCATION NASF/GSF: .66 
TENDER/ESTIMATE DATE: 03/71 
500 CONSTRUCTION TIME: 06/71 — 10/72 
MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
esse ee ee 
_ — — _— Classroom 7.3 
97,000 1.90 58 88 
— — — = Special Purpose 
97,000 1.90 .58 .88 Research = 
Laboratory 19.8 
Dry Lab 
Wet Lab 
Office 11.6 
Library = 
217,900 4.20 1.30 1.98 Physical Education 32.0 
47,600 -90 .28 43 
5,400 .10 03 .05 Special Use 
2,334,000 45.30 13.95 21.20 Audio Visual = 
2,604,900 50.60 15.57 23.67 Clinic = 
Demonstration = 
General Use 
985,000 19.10 5.89 8.95 Assembly = 
Exhibition — 
449,000 8.70 2.68 4.08 Food 10.2 
121,167 2.40 5174 1.10 Recreation 11.4 
4,014,733 78.00 24.00 36.47 Supporting 
Data Processing —_ 
Shops _ 
420,795 8.20 2.52 3.82 Physical Plant 23 
Central Utility 5.5 
420,795 8.20 2.52 3.82 
Total NASF 100.00 
366,700 7.10 2.19 3.33 Non-Assignable 
345,920 6.70 2.07 3.14 Custodial 
Circulation 
712,620 13.80 4.26 6.47 Mechanical 
Rest Room 
5,148,148 100.00 30.77 46.77 Unassignable 


Total Project Cost 


71 


72 
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PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: LADY EATON COLLEGE 65 NASF: 64,586 
PROJECT NUMBER: TROO7 USE CATEGORY TYPE: GSF: 128,688 
BUILDING TYPE: ARTS NASF/GSF: 50 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 04/67 

UACP CODE: 7-2 CONSTRUCTION TIME: 06/67 — 12/68 
SUBMISSION DATE: 02/70 MARKET CONDITION: BUSY 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 21,000 50 .16 88) Classroom 1.4 
Site Develop. (Incl.) 27,500 -70 -21 -43 
Alter’ns & Renova’ns = — — = Special Purpose 
Site Development 48,500 1-20 .38 -75 Research — 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 29.1 
Int. Vert. Elements 
Multi-Storey Elements Library 9.2 
Interior Finishes 
Building Equipment is ma a 3 Physical Education — 
Cash Allowance 92,142 2.30 72 1.43 
Built-in Equipment a Fi. = a Special Use 
Architectural 2,356,801 59.10 18.31 36.49 Audio Visual _ 
Building Cost 2,448,943 61.50 19.03 37.92 Clinic 1.4 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 716,532 18.00 5.57 11.09 Assembly — 
Exhibition _ 
Electrical 344,232 8.60 2.67 5.33 Food 38.6 
Fed. Sales Tax Rebate 106,116 2.70 82 1.64 Recreation 20.2 
Sub-Total ‘A’ 3,452,091 86.60 26.83 53.45 Supporting 
Data Processing a, 
Shops pel. 
Fees 215,361 5.40 1.67 3.33 Physical Plant — 
Miscellaneous 53,719 1.30 42 .83 
Central Utility = 
Sub-Total ‘B’ 269,080 6.80 2.09 4.17 
Total NASF 100.0 
Furniture 250,000 6.30 1.94 oO Non-Assignable 
Equipment 13,292 .30 10 PHL Custodial 
Circulation 
Sub-Total ‘C’ 263,292 6.60 2.05 4.08 Mechanical 
Rest Room 
Total Project Cost 3,984,463 100.00 30.96 61.69 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ARTS BUILDING II 1965 NASF: 54,957 
PROJECT NUMBER: WA004 USE CATEGORY TYPE: GSF: 108,998 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: 50 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 09/64 
UACP CODE: 7-1 100 300 CONSTRUCTION TIME: 05/65 — 01/66 
SUBMISSION DATE: 10/70 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) == a = = Classroom 45.7 
Site Develop. (Incl.) 72,033 2.60 -66 Als | 
Alter’ns & Renova’ns = = — = Special Purpose 
Site Development 72,033 2.60 -66 1.31 Research = 
Laboratory 18.0 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 25.6 
Int. Vert. Elements 
Multi-Storey Elements Library 5.1 
Interior Finishes 
Building Equipment 2,300 10 .02 .04 Physical Education = 
Cash Allowance 62,062 2.30 sO 1.13 
Built-in Equipment 10,455 .40 10 19 Special Use 
Architectural 1,626,361 59.70 14.92 29.59 Audio Visual — 
Building Cost 1,701,178 62.50 15.61 30.95 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 377,564 13.90 3.46 6.87 Assembly 1.5 
Exhibition = 
Electrical 186,725 6.90 1.71 3.40 Food 0.3 
Fed. Sales Tax Rebate 93,500 3.40 86 1.70 Recreation 3.0 
Sub-Total ‘A’ 2,244,000 82.40 20.59 40.83 Supporting 
Data Processing _— 
Shops 
Fees 140,250 5.10 1.29 2.55 Physical Plant 0.9 
Miscellaneous 70,125 2.60 .64 1.28 
Central Utility = 
Sub-Total ‘B’ 210,375 7.70 1.93 3.83 
Total NASF 100.0 
Furniture 160,000 5.90 1.47 2.91 Non-Assignable 
Equipment 109,000 4.00 1.00 1.98 Custodial 
Circulation 
Sub-Total ‘C’ 269,000 9.90 2.47 4.89 Mechanical 
Rest Room 
Total Project Cost 2,723,375 100.00 24.99 49.55 Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ARTS 3-HUMANITIES BLDG-67 NASF: 62,938 
PROJECT NUMBER: WA028 USE CATEGORY TYPE: GSF: 118,610 
BUILDING TYPE: ARTS OFFICE NASF/GSF: 53 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 05/68 
UACP CODE: tod 300 710 CONSTRUCTION TIME: 04/68 — 09/69 
SUBMISSION DATE: 11/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = = = = Classroom 1225 
Site Develop. (Incl.) 24,304 60 .20 39 
Alter’ns & Renova’ns = = ss — Special Purpose 
Site Development 24,304 -60 -20 .39 Research a 
Laboratory 6.8 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 38.5 
Int. Vert. Elements 
Multi-Storey Elements Library Geral 
Interior Finishes 
Building Equipment 215,983 5.50 1.82 3.43 Physical Education _ 
Cash Allowance 134,500 3.50 1.13 2.14 
Built-in Equipment oars = = = Special Use 
Architectural 1,941,270 49.90 16.37 30.84 Audio Visual — 
Building Cost 2,291,753 58.90 19.32 36.41 Clinic 0.1 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 617,700 15.90 5.21 9.81 Assembly 25.0 
Exhibition — 
Electrical 416,500 10.70 3.51 6.62 Food 0.4 
Fed. Sales Tax Rebate 134,010 3.40 1.13 2213 Recreation 6.8 
Sub-Total ‘A’ 3,216,247 82.60 2772 51.10 Supporting 
Data Processing — 
Shops _— 
Fees 212,805 5.50 1.79 3.38 Physical Plant 0.6 
Miscellaneous 98,551 2.50 83 1.57 
Central Utility — 
Sub-Total ‘B’ 311,356 8.00 2.63 4,95 
Total NASF 100.0 
Furniture 271,000 7.00 2.28 4.31 Non-Assignable 
Equipment 95,000 2.40 .80 1.51 Custodial 
Circulation 
Sub-Total ‘C’ 366,000 9.40 3.09 5.82 Mechanical 
Rest Room 
Total Project Cost 3,893,603 100.00 32.83 61.86 Unassignable 


a 
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PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: PSYCHOLOGY BUILDING NASF: 89,594 
PROJECT NUMBER: WA066 USE CATEGORY TYPE: GSF: 152,026 
BUILDING TYPE: ARTS LABORATORY NASF/GSF: 59 


PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 04/71 


UACP CODE: 7-1 220 CONSTRUCTION TIME: 06/71 — 08/72 
SUBMISSION DATE: 06/71 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = = = = Classroom 3.4 
Site Develop. (Incl.) 15,000 .30 10 ally) 
Alter’ns & Renova’ns = oat as — Special Purpose 
Site Development 15,000 .30 10 AT Research 1.9 
Laboratory 51.5 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 13.5 
Int. Vert. Elements 
Multi-Storey Elements Library 10.6 
Interior Finishes 
Building Equipment 368,858 6.90 2.43 4.12 Physical Education <i; 
Cash Allowance 86,795 1.60 -57 {OF 
Built-in Equipment 29,133 -50 19 33 Special Use 
Architectural 2,309,516 43.10 15.19 25.78 Audio Visual Fr 
Building Cost 2,794,302 52.10 18.38 31.19 Clinic 17.0 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical a U3 69,881 21.80 7.70 13.06 Assembly = 
Exhibition ee 
Electrical 468,925 8.70 3.08 5.23 Food 0.3 
Fed. Sales Tax Rebate 133,443 2.50 88 1.49 Recreation 0.6 
Sub-Total ‘A’ 4,314,665 80.50 28.38 48.16 Supporting 
Data Processing 1.0 
Shops 
Fees 357,173 6.70 2.35 3.99 Physical Plant = 
Miscellaneous 129,440 2.40 85 1.44 
Central Utility 7 
Sub-Total ‘B’ 486,613 9.10 3.20 5.43 
Total NASF 100.0 
Furniture 287,722 5.40 1.89 3.21 Non-Assignable 
Equipment 271,000 5.10 1.78 3.02 Custodial 
Circulation 
Sub-Total ‘C’ 558,722 10.40 3.68 6.24 Mechanical 
Rest Room 
Total Project Cost 5,360,000 100.00 35.26 59.83 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 
SUBMISSION DATE: 


COST ELEMENT 


TALBOT COLLEGE 65 
WEO07 

ARTS 

NEW BUILDING 

1-2 

11/67 


ACTUAL 
COST 


USE CATEGORY TYPE: 


CLASSROOM 


100 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


TEE EIDE EES 


454,972 
239,288 
2,557,782 
155,000 
7,770 
162,770 
225,689 
21,000 


246,689 


2,967,241 


% OF TOTAL ACTUAL 
COST $/GSF 
15.30 3.51 
8.00 1.84 
86.20 NOR 1 
5.20 1.19 
30 .06 
5.50 1.25 
7.60 1.74 
-70 16 
8.30 1.90 
100.00 22.86 


ACTUAL 
$/NASF 


5.83 


3.07 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: ; 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


78,048 
129,803 
-60 
09/64 
09/64 — 12/66 
BUSY 


% OF TOTAL 
NASF AREA 


45.9 


100.0 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WE034 
BUILDING TYPE: ARTS 

PROJECT TYPE: NEW BUILDING 
UACP CODE: 7-1 
SUBMISSION DATE: 11/70 


SOCIAL SCIENCES CENTRE 


220 300 100 810 


USE CATEGORY TYPE: 
LABORATORY 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


tii 


188,485 
363,353 
52 
10/70 
10/70 — 08/72 
NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Tr = oP = Classroom 25.8 
Site Develop. (Incl.) 16,000 10 04 08 
Alter’ns & Renova’ns = = pe a Special Purpose 
Site Development 16,000 10 04 .08 Research 0.8 
Laboratory 32:3 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office aid 
Int. Vert. Elements 
Multi-Storey Elements Library 1,2 
Interior Finishes 
Building Equipment Physical Education a 
Cash Allowance 102,250 90 -28 54 
Built-in Equipment = oa a ra Special Use 
Architectural 6,254,693 54.40 17.21 33.18 Audio Visual 1.2 
Building Cost 6,356,943 55.30 17.50 33.73 Clinic ae 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,954,000 17.00 5.38 10.37 Assembly a 
Exhibition ai 
Electrical 1,046,000 9.10 2.88 5.55 Food 0.2 
Fed. Sales Tax Rebate 272,943 2.40 -75 1.45 Recreation - 
Sub-Total ‘A’ 9,100,000 79.10 25.04 48.28 Supporting 
Data Processing 6.9 
Shops i. 
Fees 641,550 5.60 isehel 3.40 Physical Plant ais 
Miscellaneous 268,450 2.30 -74 1.42 
Central Utility = 
Sub-Total ‘B’ 910,000 7.90 2.50 4.83 
Total NASF 100.0 
Furniture 990,000 8.60 2.12 5.25 Non-Assignable 
Equipment 500,000 4.30 1.38 2.65 Custodial 
Circulation 
Sub-Total ‘C’ 1,490,000 13.00 4.10 7.91 Mechanical 
Rest Room 
Total Project Cost 11,500,000 100.00 31.65 61.01 Unassignable 


78 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WI010 
BUILDING TYPE: ARTS 
PROJECT TYPE: 
UACP CODE: 71-2 

SUBMISSION DATE: 11/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


NEW BUILDING 


ESSEX HALL PHASE 2-65 


USE CATEGORY TYPE: 


LABORATORY 


220 


ACTUAL % OF TOTAL 
COST COST 

12,567 -40 
6,500 -20 
19.067 -60 
67,000 2.10 
284,000 9.00 
1,133,119 35.70 
1,484,119 46.80 
892,500 28.20 
443,000 14.00 
81,856 2.60 
2,756,830 87.00 
169,047 5.30 
12,850 -40 
181,897 5.70 
200,000 6.30 
31,190 1.00 
231,190 7.30 
3,169,917 100.00 


ACTUAL 
$/GSF 


~L2 
-06 


-18 


ACTUAL 
$/NASF 


-21 
ll 


.32 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE.DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


59,979 
105,717 
-57 
01/63 
03/63 — 07/64 
BUSY 


% OF TOTAL 
NASF AREA 


PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: FOUNDERS COLLEGE NASF: 52,275 


PROJECT NUMBER: YOO13 USE CATEGORY TYPE: GSF: 98,900 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: 53 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 04/64 


UACP CODE: 7-2 100 730 740 CONSTRUCTION TIME: 05/64 — 08/65 
SUBMISSION DATE: 10/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 34.0 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research _ 
Laboratory — 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 18.3 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment 123,209 4.30 1.25 2.36 Physical Education — 
Cash Allowance 46,350 1.60 47 89 
Built-in Equipment _— — — _ Special Use 
Architectural 1,639,886 56.70 16.58 31.37 Audio Visual — 
Building Cost 1,809,445 62.50 18.30 34.61 Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 424,024 14.70 4,29 8.11 Assembly = 
Exhibition — 
Electrical 185,642 6.40 1.88 3.55 Food 25.6 
Fed. Sales Tax Rebate 96,764 3.30 98 1.85 Recreation DA 
Sub-Total ‘A’ 2,322,347 80.30 23.48 44.43 Supporting 
Data Processing a 
Shops = 
Fees 145,147 5.00 1.47 2.78 Physical Plant a: 
Miscellaneous 8,000 -30 08 15 
Central Utility - 
Sub-Total ‘B’ 153,147 5.30 1.55 2.93 
Total NASF 100.1 
Furniture 195,855 6.80 1.98 3.75 Non-Assignable 
Equipment 222,000 7.70 2.24 4.25 Custodial 
Circulation 
Sub-Total ‘C’ 417,855 14.40 4.23 7.99 Mechanical 
Rest Room 
Total Project Cost 2,893,349 100.00 29.26 55.35 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: ARTS 
PROJECT TYPE: 
UACP CODE: 7-2 

SUBMISSION DATE: 01/68 


NEW BUILDING 


VANIER COLLEGE ACADEMIC 66 
PROJECT NUMBER: YO023 


100 720 


USE CATEGORY TYPE: 
CLASSROOM 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


43,595 
75,229 
-58 
04/65 
04/65 — 03/67 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 32.5 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research rs 
Laboratory 5.5 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 23.3 
Int. Vert. Elements 
Multi-Storey Elements Library 0.6 
Interior Finishes 
Building Equipment 127,128 5.50 1.69 2.92 Physical Education = 
Cash Allowance 35,700 1.50 47 82 
Built-in Equipment 71,7137 .30 10 18 Special Use 
Architectural 1,212,431 52.20 16.12 27.81 Audio Visual 0.2 
Building Cost 1,382,996 59.50 18.38 31.72 Clinic — 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 324,355 14.00 4.31 7.44 Assembly — 
Exhibition PA 
Electrical 181,113 7.80 2.41 4.15 Food 17.3 
Fed. Sales Tax Rebate 82,047 3.50 1.09 1.88 Recreation 14.4 
Sub-Total ‘A’ 1,806,417 77.80 24.01 41.44 Supporting 
Data Processing et 
Shops 3.5 
Fees 111,358 4.80 1.48 2.55 Physical Plant ad 
Miscellaneous 75 
Central Utility x 
Sub-Total ‘B’ 111,433 4.80 1.48 2.56 
Total NASF 100.0 
Furniture 198,110 8.50 2.63 4.54 Non-Assignable 
Equipment 206,920 8.90 2.75 4.75 Custodial 
Circulation 
Sub-Total ‘C’ 405,030 17.40 5.38 9.29 Mechanical 
Rest Room 
Total Project Cost 2,322,880 100.00 30.88 53.28 


Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: ATKINSON COLLEGE PHASE 1-65 NASF: 29,200 
PROJECT NUMBER: YO024 USE CATEGORY TYPE: GSF: 59,300 
BUILDING TYPE: ARTS OFFICE NASF/GSF: -49 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 12/65 
UACP CODE: i—2 300 CONSTRUCTION TIME: 01/66 — 11/67 
SUBMISSION DATE: 01/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
ee ee EEE ee 
Site Develop. (Excl.) Classroom 23.0 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory = 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 54.3 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 30,342 1.40 51 1.04 Physical Education - 
Cash Allowance 27,929 1.30 47 .96 
Built-in Equipment _ aS — —_ Special Use 
Architectural 1,207,305 54.70 20.36 41.35 Audio Visual 0.6 
Building Cost 1,265,576 57.30 21.34 43.34 Clinic — 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 450,956 20.40 7.60 15.44 Assembly = 
Exhibition — 
Electrical 209,919 9.50 3.54 7.19 Food 16.9 
Fed. Sales Tax Rebate 84,144 3.80 1.42 2.88 Recreation 3.8 
Sub-Total ‘A’ 1,842,307 83.40 31.07 63.09 Supporting 
Data Processing == 
Shops = 
Fees 124,303 5.60 2.10 4.26 Physical Plant 1.3 
Miscellaneous 7,200 .30 sa -25 
Central Utility = 
Sub-Total ‘B’ 131,503 6.00 2.22 4.50 
Total NASF 100.0 
Furniture 144,269 6.50 2.43 4.94 Non-Assignable 
Equipment 90,000 4.10 1.52 3.08 Custodial 
Circulation 
Sub-Total ‘C’ 234,269 10.60 3.95 8.02 Mechanical 


Rest Room 


Total Project Cost 2,208,079 100.00 37.24 75.62 Unassignable 


ee 


Arts Buildings Alterations 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: YO0O25 


BUILDING TYPE: ARTS 
PROJECT TYPE: 
UACP CODE: 5 

SUBMISSION DATE: 10/66 


NEW BUILDING 


HUMANITIES AND SOCIAL SCIENCES BLDG. 
USE CATEGORY TYPE: 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


179,309 
342,347 
02 
09/66 
12/66 — 09/69 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 36.5 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 55.9 
Int. Vert. Elements 
Multi-Storey Elements Library iz 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual 2.2 
Building Cost Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 2,136,523 14.57 6.24 11.92 Assembly 
Exhibition 1.1 
Electrical 992,100 6.76 2.90 5.53 Food aad 
Fed. Sales Tax Rebate 473,000 3.20 1.38 2.64 Recreation 4.0 
Sub-Total ‘A’ 11,830,000 80.70 34.56 65.98 Supporting 
Data Processing = 
Shops = 
Fees 710,000 4.80 2.07 3.96 Physical Plant = 
Miscellaneous 355,000 2.40 1.04 1.98 
Central Utility ra 
Sub-Total ‘B’ 1,065,000 7.30 3.11 5.94 
Total NASF 100.0 
Furniture 1,398,000 9.50 4.08 7.80 Non-Assignable 
Equipment 844,000 5.80 2.47 4.71 Custodial 
Circulation 
Sub-Total ‘C’ 2,242,000 15.30 6.55 12.50 Mechanical 
Rest Room 
Total Project Cost 14,664,000 100.00 42.83 81.78 Unassignable 


83 


8 


4 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 


WINTERS COLLEGE 66 
YOO27 

ARTS 

NEW BUILDING 


UACP CODE: 7-2 
SUBMISSION DATE: 01/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’! Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


158,180 
38,800 


1,610,400 
1,807,380 


754,935 


219,324 
128,633 


2,653,006 


190,025 
11,300 


201,325 


360,569 
50,000 


410,569 


3,264,900 


USE CATEGORY TYPE: 
OFFICE 


300 740 720 
% OF TOTAL ACTUAL 
COST $/GSF 
4.80 2.39 
1.20 .59 
49.30 24.30 
55.40 27e2it 
23.10 11.39 
6.70 3.31 
3.90 1.94 
81.30 40.03 
5.80 2.87 
.30 Li 
6.20 3.04 
11.00 5.44 
1.50 -75 
12.60 6.19 
100.00 49.26 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: : 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


37,205 
66,275 
-56 
06/66 
01/66 — 04/68 


% OF TOTAL 
NASF AREA 


22.7 


100.0 


a R 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: ARTS 
PROJECT TYPE: 
UACP CODE: 7-2 

SUBMISSION DATE: 10/70 


NEW BUILDING 


COLLEGE D ACADEMIC 
PROJECT NUMBER: YOO033 


USE CATEGORY TYPE: 


CLASSROOM 


100 300 740 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


39,825 
75,591 
-53 
06/67 
06/67 — 05/69 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 34.3 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research “=e 
Laboratory 0.9 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 31.9 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment Physical Education a 
Cash Allowance 50,750 1.80 67 ip a7 
Built-in Equipment — o— a == Special Use 
Architectural 1,605,099 57.80 21.23 40.30 Audio Visual 0.2 
Building Cost 1,655,849 59.60 21.91 41.58 Clinic Ty 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 466,108 16.80 6.17 11.70 Assembly = 
Exhibition _— 
Electrical 276,808 10.00 3.66 6.95 Food 13.3 
Fed. Sales Tax Rebate 95,951 3.50 V2 2.41 Recreation 16.5 
Sub-Total ‘A’ 2,302,814 82.90 30.46 57.82 Supporting 
Data Processing = 
Shops _ 
Fees 143,926 5.20 1.90 3.61 Physical Plant om 
Miscellaneous 25,000 .90 .33 .63 
Central Utility — 
Sub-Total ‘B’ 168,926 6.10 2.23 4.24 
Total NASF 100.0 
Furniture 196,518 7.10 2.60 4.93 Non-Assignable 
Equipment 111,000 4.00 1.47 2.79 Custodial 
Circulation 
Sub-Total ‘C’ 307,518 11.10 4.07 cet. Mechanical 
Rest Room 
Total Project Cost 2,779,258 100.00 36.77 69.79 Unassignable 


85 


86 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: YO044 
BUILDING TYPE: ARTS 
PROJECT TYPE: 
UACP CODE: 5 
SUBMISSION DATE: 08/70 


NEW BUILDING 


ADMINISTRATIVE STUDIES BUILDING 
USE CATEGORY TYPE: 
OFFICE 


300 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


102,934 
188,232 
-55 
08/70 
10/70 — 07/72 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 127,600 2.00 .68 1.24 Classroom 26.6 
Site Develop. (Incl.) 33,100 50 18 32 
Alter’ns & Renova’ns Special Purpose 
Site Development 160,700 2.50 .85 1.56 Research = 
Laboratory = 
Indirect & Gen’] Exp 520,600 8.20 Pag) 5.06 Dry Lab 
Substructure 111,200 1.80 59 1.08 Wet Lab 
Horizontal Elements 695,500 10.90 3.69 6.76 
Exterior Cladding 676,100 10.60 3.59 6.57 Office 41.5 
Int. Vert. Elements 395,900 6.20 2.10 3.85 
Multi-Storey Elements 93,300 1.50 -50 91 Library 27.1 
Interior Finishes 301,700 4.70 1.60 2.93 
Building Equipment 79,300 1.20 42 atte! Physical Education = 
Cash Allowance 150,000 2.40 .80 1.46 
Built-in Equipment 24,500 -40 13 24 Special Use 
Architectural Audio Visual TF 
Building Cost 3,048,100 48.00 16.19 29.61 Clinic — 
Demonstration = 
Plumbing & Drains 217,600 3.40 1.16 73s ak 
Heat. Vent. & Cond. 1,232,400 19.40 6.55 11.97 General Use 
Mechanical 1,450,000 22.80 7.70 14.09 Assembly = 
Exhibition “= 
Electrical 511,200 8.00 2.72 4.97 Food i 
Fed. Sales Tax Rebate 155,100 2.40 82 1.51 Recreation 4.6 
Sub-Total ‘A’ 5,014,900 79.00 26.64 48.72 Supporting 
Data Processing es 
Shops = 
Fees 392,500 6.20 2.09 3.81 Physical Plant — 
Miscellaneous 200,400 3.20 1.06 1.95 
Central Utility == 
Sub-Total ‘B? 592,900 9.30 3.15 5.76 
Total NASF 100.0 
Furniture 543,900 8.60 2.89 5.28 Non-Assignable 
Equipment 200,000 3.10 1.06 1.94 Custodial 
Circulation 
Sub-Total ‘C’ 743,900 tae7O 3.95 Tazo Mechanical 
Rest Room 
Total Project Cost 6,351,700 100.00 33.74 61.71 Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: COLLEGE E 69 NASF: 57,552 
PROJECT NUMBER: YOO52 USE CATEGORY TYPE: GSF: 113,945 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 6/69 
UACP CODE: el 730 100 740 CONSTRUCTION TIME: 07/69 — 05/71 
SUBMISSION DATE: 07/69 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
en 
Site Develop. (Excl.) Pa a = ma Classroom 29.7 
Site Develop. (Incl.) 7,632 -20 .07 13 
Alter’ns & Renova’ns ie, = ae = Special Purpose 
Site Development 7,632 -20 07 13 Research Z 
Laboratory s, 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 20.9 
Int. Vert. Elements 
Multi-Storey Elements Library 7% 
Interior Finishes 
Building Equipment 266,854 6.50 2.34 4.64 Physical Education = 
Cash Allowance 70,710 1.70 62 1.23 
Built-in Equipment 3,913 -10 -03 -O7 Special Use 
Architectural 2,069,003 50.10 18.16 35.95 Audio Visual a 
Building Cost 2,410,480 58.40 21.15 41.88 Clinic = 
Demonstration oe 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 785,621 19.00 6.89 13.65 Assembly => 
Exhibition oa 
Electrical 277,731 6.70 2.44 4.83 Food 31.3 
Fed. Sales Tax Rebate 104,444 2.50 92 1.81 Recreation 17.9 
Sub-Total ‘A’ 3,377,020 81.80 29.64 58.68 Supporting 
Data Processing ar 
Shops are 
Fees 244,832 5.90 2.15 4.25 Physical Plant a 
Miscellaneous 161,310 3.90 1.42 2.80 
Central Utility wal 
Sub-Total ‘B’ 406,142 9.80 3.56 7.06 
Total NASF 100% 
Furniture 293,000 7.10 2.57 5.09 Non-Assignable 
Equipment 50,000 1.20 44 87 Custodial 
Circulation 
Sub-Total ‘C’ 343,000 8.30 3.01 5.96 Mechanical 
Rest Room 
Total Project Cost 4,126,162 100.00 36.21 71.69 Unassignable 


87 


PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: COLLEGE ‘F’ NASF: 41,971 
PROJECT NUMBER: YO063 USE CATEGORY TYPE: GSF: 68,105 
BUILDING TYPE: ARTS CLASSROOM NASF/GSF: 62 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 96/71 
UACP CODE: Sil 100 300 CONSTRUCTION TIME: 07/71 — 07/72 
SUBMISSION DATE: 07/71 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) fae ae ce Bra Classroom 32.8 
Site Develop. (Incl.) 3,780 -20 -06 -09 
Alter’ns & Renova’ns cz = ax, a Special Purpose 
Site Development 3,780 -20 -06 -09 Research ay, 
Laboratory 3.3 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office ‘25.5 
Int. Vert. Elements 
Multi-Storey Elements Library 8.8 
Interior Finishes 
Building Equipment 70,434 3.00 1.03 1.68 Physical Education re 
Cash Allowance 41,610 1.80 -61 -99 
Built-in Equipment x -. a i Special Use 
Architectural 1,062,331 44.80 15.60 25.31 Audio Visual — 
Building Cost p Wa B&Bs Ws 49.50 17.24 27.98 Clinic = 
Demonstration ae 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 546,745 23.10 8.03 13.03 Assembly = 
Exhibition = 
Electrical 121,600 5.10 1.79 2.90 Food 13.7 
Fed. Sales Tax Rebate 55,400 2.30 81 1.32 Recreation 15.9 
Sub-Total ‘A’ 1,791,100 75.50 26.30 42.67 Supporting 
Data Processing ar; 
Shops = 
Fees 228,400 9.60 3.35 5.44 Physical Plant — 
Miscellaneous 53,700 2.30 79 1.28 
Central Utility a 
Sub-Total ‘B’ 282,100 11.90 4.14 6.72 
Total NASF 100.0 
Furniture 272,800 11.50 4.01 6.50 Non-Assignable 
Equipment 25,000 1.10 .37 .60 Custodial 
Circulation 
Sub-Total ‘C’ 297,800 12.60 4.37 TAO Mechanical 


Rest Room 


Total Project Cost 2,371,000 100.00 34.81 56.49 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: YOO65 
BUILDING TYPE: ARTS 
PROJECT TYPE: 

UACP CODE: 3 
SUBMISSION DATE: 05/71 


NEW BUILDING 


CENTRE FOR FINE ARTS PHASE 2 


USE CATEGORY TYPE: 
LABORATORY 


220 720 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


72,814 
118,714 
-61 
05/71 
11/71 — 01/73 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 88,400 2.30 .74 1.21 Classroom 5.3 
Site Develop. (Incl.) 32,000 -80 -27 -44 
Alter’ns & Renova’ns 30,000 -80 -25 41 Special Purpose 
Site Development 150,400 3.90 1.27 2.07 Research a 
Laboratory 67.3 
Indirect & Gen’] Exp 227,700 5.90 1.92 3.13 Dry Lab 
Substructure 94,000 2.40 -79 1.29 Wet Lab 
Horizontal Elements 548,000 14.30 4.62 7.53 
Exterior Cladding 396,500 10.30 3.34 5.45 Office 20.8 
Int. Vert. Elements 157,000 4.10 1.32 2.16 
Multi-Storey Elements 65,000 1.70 -55 89 Library = 
Interior Finishes 155,000 4.00 1.31 2.13 
Building Equipment 64,500 1.70 54 89 Physical Education = 
Cash Allowance 75,000 2.00 .63 1.03 
Built-in Equipment 10,000 .30 -08 14 Special Use 
Architectural Audio Visual ne 
Building Cost 1,792,700 46.70 15.10 24.62 Clinic ae 
Demonstration = 
Plumbing & Drains 178,000 4.60 1.50 2.44 
Heat. Vent. & Cond. 567,000 14.80 4.78 7.79 General Use 
Mechanical 745,000 19.40 6.28 10.23 Assembly ra 
Exhibition 3.5 
Electrical 300,300 7.80 2.53 4,12 Food _— 
Fed. Sales Tax Rebate 85,000 2.20 ale x baby) Recreation 2.8 
Sub-Total ‘A’ 2,903,400 75.60 24.46 39.87 Supporting 
Data Processing — 
Shops = 
Fees 238,000 6.20 2.00 3.27 Physical Plant oe 
Miscellaneous 84,500 2.20 Bie! 1.16 
Central Utility eas 
Sub-Total ‘B’ 322,500 8.40 Zeke 4.43 
Total NASF 100% 
Furniture 314,100 8.20 2.65 4.31 Non-Assignable 
Equipment 300,000 7.80 2.53 4.12 Custodial 
Circulation 
Sub-Total ‘C’ 614,100 16.00 5.17 8.43 Mechanical 
Rest Room 
Total Project Cost 3,840,000 100.00 32.35 52.74 Unassignable 
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Arts Buildings Additions 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


TRAILL COLLEGE ADD NASF: 13,227 
PROJECT NUMBER: TRO14 USE CATEGORY TYPE: GSF: 22,670 
BUILDING TYPE: ARTS NASF/GSF: -58 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 03/67 
UACP CODE: U3 


CONSTRUCTION TIME: 03/67 — 11/67 


SUBMISSION DATE: 01/69 MARKET CONDITION: BUSY 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 10,600 1.30 AT -80 Classroom A 
Site Develop. (Incl.) 19,402 2.50 .86 1.47 
Alter’ns & Renova’ns = — => ae Special Purpose 
Site Development 30,002 3.80 1.32 VIDA f Research — 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 41.6 
Int. Vert. Elements 
Multi-Storey Elements Library _— 
Interior Finishes 
Building Equipment Physical Education —_ 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 538,269 68.00 23.74 40.69 Audio Visual _— 
Building Cost 538,269 68.00 23.74 40.69 Clinic 10.2 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 42,513 5.40 1.88 3.21 Assembly = 
Exhibition —- 
Electrical 87,098 11.00 3.84 6.58 Food 47.5 
Fed. Sales Tax Rebate 27,600 3.50 1.22 2.09 Recreation _— 
Sub-Total ‘A’ 670,282 84.70 29.57 50.68 Supporting 
Data Processing = 
Shops — 
Fees 41,857 5.30 1.85 3.16 Physical Plant — 
Miscellaneous 23,433 3.00 1.03 1.77 
Central Utility = 
Sub-Total ‘B’ 65,290 8.20 2.88 4.94 
Total NASF 99.7% 
Furniture 54,043 6.80 2.38 4.09 Non-Assignable 
Equipment 2,015 30 .09 15 Custodial 
Circulation 
Sub-Total ‘C’ 56,058 7.10 2.47 4.24 Mechanical 
Rest Room 
Total Project Cost 791,630 100.0 34.92 59.85 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: MUSIC BUILDING ADDITION 1965 NASF: 3,556 


PROJECT NUMBER: WEO006 USE CATEGORY TYPE: GSF: 5,490 
BUILDING TYPE: ARTS NASF/GSF: : .65 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 05/64 
UACP CODE: "Wf CONSTRUCTION TIME: 06/64 — 12/64 
SUBMISSION DATE: 09/70 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 150 .20 .03 .04 Classroom — 
Site Develop. (Incl.) _ c— = = 
Alter’ns & Renova’ns — _ _— _ Special Purpose 
Site Development 150 -20 .03 .04 Research _— 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office _— 
Int. Vert. Elements 
Multi-Storey Elements Library _— 
Interior Finishes 
Building Equipment Physical Education — 
Cash Allowance 1,400 1.40 -26 39 
Built-in Equipment = = = = Special Use 
Architectural 54,703 55.90 9.96 15.38 Audio Visual _— 
Building Cost 56,103 57.30 10.22 15.78 Clinic = 
Demonstration _— 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 21,000 21.40 3.83 5.91 Assembly oor 
Exhibition — 
Electrical 8,700 8.90 1.58 2.45 Food = 
Fed. Sales Tax Rebate 3,460 3.50 -63 97 Recreation = 
Sub-Total ‘A’ 82,493 84.20 15.03 23.20 Supporting 
Data Processing sae 
Shops = 
Fees 5,301 5.40 97 1.49 Physical Plant = 
Miscellaneous 651 .70 12 18 
Central Utility a 
Sub-Total ‘B’ 5,952 6.10 1.08 1.67 
Total NASF 0.0% 
Furniture 9,483 9.70 1.73 2.67 Non-Assignable 
Equipment — _ a = Custodial 
Circulation 
Sub-Total ‘C’ 9,483 9.70 1.73 2.67 Mechanical 
Rest Room 
Total Project Cost 97,928 100.00 17.84 27.54 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: UNIVERSITY COLLEGE ADDITION NASF: 19,007 
PROJECT NUMBER: WEO15 USE CATEGORY TYPE: GSF: 33,822 
BUILDING TYPE: ARTS NASF/GSF: -56 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 02/66 
UACP CODE: Ua CONSTRUCTION TIME: 03/66 — 05/67 
SUBMISSION DATE: 02/66 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Neen eee ee ee ne. 
Site Develop. (Excl.) Classroom _— 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research _ 
Laboratory = 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment Physical Education _— 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual — 
Building Cost Clinic _— 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly — 
Exhibition 
Electrical : Food = 
Fed. Sales Tax Rebate Recreation = 
Sub-Total ‘A’ 849,924 81.90 25.13 44.72 Supporting 
Data Processing = 
Shops = 
Fees : 58,039 5.60 1.72 3.05 Physical Plant = 
Miscellaneous 41,032 4.00 1.21 2.16 
Central Utility s 
Sub-Total ‘B’ 99,071 9.50 2.93 5.21 
Total NASF 0.0% 
Furniture 88,531 8.50 2.62 4.66 Non-Assignable 
Equipment _ — = i Custodial 
Circulation 
Sub-Total ‘C’ 88,531 8.50 2.62 4.66 Mechanical 


Rest Room 


Total Project Cost 1,037,526 100.00 30.68 54.59 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: ARTS 
PROJECT TYPE: 
UACP CODE: 1-2 


SUBMISSION DATE: 04/67 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ADDITION 


ACTUAL 
COST 


1,656,848 


99,733 
19,828 


119,561 
174,024 
134,261 


308,285 


2,121,025 


R IVEY BUSINESS SCHOOL ADDITION 
PROJECT NUMBER: WEO17 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


37,237 
55,078 
-68 
04/67 
06/67 — 02/69 
NORMAL 


% OF TOTAL 
NASF AREA 


44.0 


1.8 


100.0% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WE035 


BUILDING TYPE: ARTS 
PROJECT TYPE: ADDITION 
UACP CODE: a 


SUBMISSION DATE: 08/70 


COST ELEMENT 


Sst ts SS 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL % OF TOTAL ACTUAL ACTUAL 

COST COST $/GSF $/NASF 
7,500 -40 14 27 
28,900 1.40 -54 1.05 
4,650 -20 -09 17 
41,050 2.00 eel 1.50 
12,000 -60 -22 44 
29,504 1.50 55 1.08 
988,340 48.80 18.51 36.06 
1,029,844 50.90 19.29 37.57 
266,650 13.20 4.99 9.73 
138,046 6.80 2.59 5.04 
42,790 2.10 -80 1.56 
1,432,800 70.80 26.83 52.27 
99,700 4.90 1.87 3.64 
18,000 -90 34 -66 
117,700 5.80 2.20 4,29 
90,500 4.50 1.69 3.30 
384,000 19.00 7.19 14.01 
474,500 23.40 8.89 17.31 
2,025,000 100.00 37.92 73.88 


FACULTY OF MUSIC—TALBOT COLLEGE 
USE CATEGORY TYPE: 


NASF: 27,409 
GSF: 53,397 
NASF/GSF: 1 


TENDER/ESTIMATE DATE: 08/70 
CONSTRUCTION TIME: 09/70 — 09/71 
MARKET CONDITION: NORMAL 


% OF TOTAL 
USE CATEGORY NASF AREA 
Classroom — 


Special Purpose 


Research a 
Laboratory 85.2 

Dry Lab 

Wet Lab 
Office 5.2 
Library ia 


Physical Education == 


Special Use 
Audio Visual — 
Clinic a 
Demonstration _ 


General Use 
Assembly 9.6 
Exhibition = 
Food my 
Recreation = 


Supporting 
Data Processing 
Shops 
Physical Plant eo 


Central Utility 
Total NASF 100.0% 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: PATERSON HALL — ALTERATIONS 

PROJECT NUMBER: CA050 USE CATEGORY TYPE: 
BUILDING TYPE: ARTS 

PROJECT TYPE: ALTERATION 

UACP CODE: lak 


SUBMISSION DATE: 09/69 


ACTUAL % OF TOTAL ACTUAL 

COST ELEMENT COST COST $/GSF 

Site Develop. (Excl.) _— _ — 

Site Develop. (Incl.) 3,000 1.90 13 

Alter’ns & Renova’ns _ _ — 
Site Development 3,000 1.90 13 

Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 

Cash Allowance 8,000 5.10 -36 

Built-in Equipment — —_— _ 

Architectural 93,989 60.40 4,22 
Building Cost 101,989 65.50 4.58 

Plumbing & Drains 

Heat. Vent. & Cond. 
Mechanical 19,500 12.50 88 

Electrical 4,800 3.10 22 

Fed. Sales Tax Rebate — _ _ 
Sub-Total ‘A’ 129,289 83.10 5.81 

Fees 12,929 8.30 58 

Miscellaneous 3,879 2.50 sili 
Sub-Total ‘B’ 16,808 10.80 -76 

Furniture 9,500 6.10 43 

Equipment — = ao 
Sub-Total ‘C’ 9,500 6.10 -43 


Total Project Cost 155,597 100.00 6.99 


a L—L—— 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


22,250 
08/69 


09/69 — 03/70 
SLACK 


% OF TOTAL 
NASF AREA 


0.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: LOEB BUILDING ALTERATIONS 1970—71 NASF: 10,100 


PROJECT NUMBER: CA0O68 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: ARTS NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 03/71 
UACP CODE: 1 CONSTRUCTION TIME: 


SUBMISSION DATE: 03/71 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 3.8 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research a 
Laboratory 53.2 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 43.0 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual — 
Building Cost 67,599 73.00 = 6.69 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly = 
Exhibition —- 
Electrical Food = 
Fed. Sales Tax Rebate Recreation Fe 
Sub-Total ‘A’ 67,599 73.00 — 6.69 Supporting 
Data Processing =, 
Shops ae: 
Fees Physical Plant 3 
Miscellaneous 
Central Utility rom 
Sub-Total ‘B’ 8,788 9.50 = 87 
Total NASF 100.0% 
Furniture 16,192 17.50 = 1.60 Non-Assignable 
Equipment _ — — _ Custodial 
Circulation 
Sub-Total ‘C’ 16,192 17.50 — 1.60 Mechanical 
Rest Room 
Total Project Cost 92,579 100.00 —_ 9.17 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: PATERSON HALL ALTERATIONS 

PROJECT NUMBER: CA0O72 USE CATEGORY TYPE: 
BUILDING TYPE: ARTS 

PROJECT TYPE: ALTERATION 

UACP CODE: (Al 


SUBMISSION DATE: 05/71 


ACTUAL % OF TOTAL ACTUAL ACTUAL 

COST ELEMENT COST COST $/GSF $/NASF 

Site Develop. (Excl.) 6,225 4.90 = -53 

Site Develop. (Incl.) _ — _ — 

Alter’ns & Renova’ns _ _ _ _ 
Site Development 6,225 4.90 = .53 

Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 

Cash Allowance 15,000 11.80 = 1.29 

Built-in Equipment — — = = 

Architectural 46,758 36.80 = 4.02 
Building Cost 61,758 48.70 = 5.31 

Plumbing & Drains 

Heat. Vent. & Cond. 
Mechanical 21,120 16.60 = 1.81 

Electrical 17,900 14.10 = 1.54 

Fed. Sales Tax Rebate _ _ _ _ 
Sub-Total ‘A’ 107,003 84.30 = 9.19 

Fees 10,700 8.40 = “o2 

Miscellaneous 3,210 2.50 = 28 
Sub-Total ‘B’ 13,910 11.00 = 1.20 

Furniture 6,000 4.70 = 202 

Equipment == = — — 
Sub-Total ‘C’ 6,000 4.70 = 252 


Total Project Cost 126,913 100.00 _ 10.91 


a 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


11,638 


04/71 
05/71 — 08/71 
NORMAL 


% OF TOTAL 
NASF AREA 


0.0% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: ALTERATION 1970-71 NASF: 18,442 
PROJECT NUMBER: EROO9 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: ARTS NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 96/70 

UACP CODE: 7-1 CONSTRUCTION TIME: 


SUBMISSION DATE: 06/70 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
—_e—eeee—e—eeeeeeeeeeeee ee eee 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


49,900 81.70 
11,211 18.30 
11,211 18.30 
61,111 100.00 


2.71 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


0.0% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: SIDNEY SMITH HALL AIR CONDITION NASF: 
PROJECT NUMBER: TO040 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: ARTS NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 04/66 
UACP CODE: ie! CONSTRUCTION TIME: 05/66 — 09/70 
SUBMISSION DATE: 01/68 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory = 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 21,689 1.20 = = Audio Visual aa 
Building Cost 21,689 1.20 = = Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,523,362 84.80 = - Assembly = 
Exhibition = 
Electrical Food = 
Fed. Sales Tax Rebate Recreation zz 
Sub-Total ‘A’ 1,545,051 86.00 = a Supporting 
Data Processing oa 
Shops a= 
Fees 116,530 6.50 a oa Physical Plant = 
Miscellaneous 111,134 6.20 — = 
Central Utility aa 
Sub-Total ‘B’ 227,664 12.70 = = 
Total NASF 0.0% 
Furniture 1,306 -10 =n me Non-Assignable 
Equipment 22,903 1.30 = re Custodial 
, Circulation 
Sub-Total ‘C’ 24,209 1.30 a ar Mechanical 
Rest Room 
Total Project Cost 1,796,924 100.00 = or Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: ARTS 
PROJECT TYPE: 
UACP CODE: (? 


SUBMISSION DATE: 11/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’! Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat.. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


—_—_—_—_—_————————————————————————————————————————————— 


ALTERATION 


ACTUAL 
COST 


697 


19,365 
20,062 


11,842 


10,687 


42,591 


3,352 
566 


3,918 
7.567 


7,567 


54,076 


ALTER FOR COMPUTER — ESSEX HALL 
PROJECT NUMBER: WI032 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


2,292 
2,415 
-95 
05/68 
05/68 — 11/68 
SLACK 


% OF TOTAL 
NASF AREA 


0.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: LANDSCAPE ARCHITECTURE NASF: 17,196 
PROJECT NUMBER: GU031 USE CATEGORY TYPE: GSF: 33,413 
BUILDING TYPE: ARTS NASF/GSF: 51 
PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 04/68 
UACP CODE: 7-2 CONSTRUCTION TIME: 04/68 — 01/69 
SUBMISSION DATE: 10/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 4,902 -70 15 29 Classroom = 
Site Develop. (Incl.) = =a = == 
Alter’ns & Renova’ns 20,000 3.00 -60 1.16 Special Purpose 
Site Development 24,902 3.70 75 1.45 Research — 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office a 
Int. Vert. Elements 
Multi-Storey Elements Library ad 
Interior Finishes 
Building Equipment 29,536 4.40 88 1.72 Physical Education vi? 
Cash Allowance 11,882 1.80 -36 -69 
Built-in Equipment — _ — = Special Use 
Architectural 273,045 40.50 8.17 15.88 Audio Visual = 
Building Cost 314,463 46.70 9.41 18.29 Clinic a 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 170,889 25.40 5.11 9.94 Assembly Se 
Exhibition = 
Electrical 55,120 8.20 1.65 3.21 Food a 
Fed. Sales Tax Rebate aoe = = = Recreation = 
Sub-Total ‘A’ 565,374 83.90 16.92 32.88 Supporting 
Data Processing — 
Shops = 
Fees 44,838 6.70 1.34 2.61 Physical Plant = 
Miscellaneous 2,074 .30 -06 12 
Central Utility i 
Sub-Total ‘B’ 46,912 7.00 1.40 2.73 
Total NASF 0.0% 
Furniture 35,279 5.20 1.06 2.05 Non-Assignable 
Equipment 25,993 3.90 78 1.51 Custodial 
Circulation 
Sub-Total ‘C’ 61,272 9.10 1.83 3.56 Mechanical 
Rest Room 
Total Project Cost 673,558 100.00 20.16 39.17 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: REMODELLING OF UNIVERSITY HALL NASF: : 25,039 


PROJECT NUMBER: MC069 USE CATEGORY TYPE: GSF: 47,724 
BUILDING TYPE: ARTS NASF/GSF: 52 
PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 10/70 

UACP CODE: tia} CONSTRUCTION TIME: 11/70 — 09/71 


SUBMISSION DATE: 11/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’) Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


nn ee LEE EE EEE EEE EEEEE SEES ESSERE 


ACTUAL 
COST 


1,155 
4,630 
5,785 


1,230 
25,675 
2,675 
148,339 
177,919 


257,982 


117,186 


558,872 


44,710 
16,766 


61,476 
47,500 
2,700 


50,200 


670,548 


% OF TOTAL 
COST 


.20 
-70 
-90 


ACTUAL 
$/GSF 


-02 
-10 
12 


ACTUAL 
$/NASF 


-05 
18 
-23 


MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


NORMAL 
% OF TOTAL 
NASF AREA 


23.8 


100.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: CENTRE FOR THE STUDY OF DRAMA P 1, 2 NASF: 2,200 


PROJECT NUMBER: TO491 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: ARTS NASF/GSF: 

PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 04/68 
UACP CODE: UY 


CONSTRUCTION TIME: 


SUBMISSION DATE: 04/68 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research z= 
Laboratory = 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual — 
Building Cost Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly == 
Exhibition = 
Electrical Food oe) 
Fed. Sales Tax Rebate Recreation == 
Sub-Total ‘A’ 87,386 95.10 39.72 Supporting 
Data Processing ae 
Shops a 
Fees 4,519 4.90 2.05 Physical Plant - 
Miscellaneous — — _ 
Central Utility = 
Sub-Total ‘B’ 4,519 4.90 2.05 
Total NASF 0.0% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 91,905 100.00 41.78 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 
SUBMISSION DATE: 


COST ELEMENT 


COST COST $/GSF 


BORDEN GARAGE ACADEMIC CONVERSION 


TOO56 USE CATEGORY TYPE: 
ARTS 
RENOVATION 
ea 
06/68 
ACTUAL % OF TOTAL ACTUAL 


Site Develop. (Excl.) 
Site Develop. (Incl.) 
Alter’ns & Renova’ns 


Site Development 


Indirect & Gen’] Exp 


Substructure 


Horizontal Elements 


Exterior Cladding 

Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 


Building Equipment 


Cash Allowance 


Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 


Sub-Total ‘A’ 


Fees 

Miscellaneous 
Sub-Total ‘B’ 

Furniture 


Equipment 


Sub-Total ‘C’ 


7,635 1.70 40 
Built-in Equipment _— — _ 
244,714 56.00 12.73 
252,349 57.70 13.13 
92,840 21.20 4.83 
38,000 8.70 1.98 
Fed. Sales Tax Rebate = = — 
383,189 87.70 19.93 
40,419 9.20 2.10 
40,419 9.20 2.10 
13,500 3.10 -70 
13,500 3.10 70 
437,108 100.00 22.74 


Total Project Cost 


nn LEU UadEtEE EEE SESS SESS 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 06/68 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


9,970 
19,224 
52 


% OF TOTAL 
NASF AREA 


0.0% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: CENTRE FOR THE STUDY OF DRAMA PH 3, 4 & 5 
PROJECT NUMBER: TO492 

BUILDING TYPE: ARTS 

PROJECT TYPE: RENOVATION 

UACP CODE: 5 


SUBMISSION DATE: 04/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’! Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 


COST 


66,590 


10,278 


10,278 
36,135 


36,135 


113,003 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


8,115 


% OF TOTAL 
NASF AREA 
_—_—_ee eee eee ee ee ee eee eee 


0.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: PSYCHOLOGY—SUPPL ARTS 3—68 NASF: 7,370 
PROJECT NUMBER: WA046 USE CATEGORY TYPE: GSF: 10,600 
BUILDING TYPE: ARTS NASF/GSF: -70 
PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 01/69 

UACP CODE: i 


CONSTRUCTION TIME: 
MARKET CONDITION: 


01/69 — 06/69 
SUBMISSION DATE: 01/69 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 20.2 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research ~o 
Laboratory 57.1 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 22.6 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment Physical Education as 
Cash Allowance 5,000 1.40 AT .68 
Built-in Equipment D437 .70 23 33 Special Use 
Architectural 92,514 25.70 8.73 12.55 Audio Visual ar 
Building Cost 99,951 27.70 9.43 13.56 Clinic re 
Demonstration as 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 20,541 5.70 1.94 2.79 Assembly fe 
Exhibition x 
Electrical 12,008 3.30 1.13 1.63 Food az 
Fed. Sales Tax Rebate 5,300 1.50 .5O 72 Recreation a 
Sub-Total ‘A’ 127,200 35.30 12.00 17.26 Supporting Ass 
Data Processing 
Shops il 
Fees 10,176 2.80 .96 1.38 Physical Plant a 
Miscellaneous 3,816 1.10 .36 -52 
Central Utility aie 
Sub-Total ‘B’ 13,992 3.90 1.32 1.90 
Total NASF 99.9% 
Furniture 19,080 5.30 1.80 2.59 Non-Assignable 
Equipment 200,000 55.50 18,87 27.14 Custodial 
- Circulation 
Sub-Total ‘C’ 219,080 60.80 20.67 29.73 Mechanical 
Rest Room 
Total Project Cost 360.272 100.00 33.99 48.88 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: MODERN LANGUAGE RENOVATIONS NASF: 6,296 
PROJECT NUMBER: WAO71 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: ARTS NASF/GSF: 
| PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 08/70 
| UACP CODE: a CONSTRUCTION TIME: 


| SUBMISSION DATE: 09/70 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


—————_—_ _PPsRr wwe eee eee 


Site Develop. (Excl.) 
Site Develop. (Incl.) 
Alter’ns & Renova’ns 


Classroom 


Special Purpose 


Site Development Research oe 
Laboratory = 

Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office a 
Int. Vert. Elements 
Multi-Storey Elements Library az 


Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 


Physical Education 


Special Use 


Architectural 10,890 18.00 1.73 Audio Visual — 
Building Cost 10,890 18.00 1.73 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly = 
Exhibition i 
Electrical 1,800 3.00 29 Food = 
Fed. Sales Tax Rebate —_ = —— Recreation ies 
Sub-Total ‘A’ 12,690 20.90 2.02 Supporting 
Data Processing Par 
Shops => 
Fees 1,269 2.10 .20 Physical Plant oa 
Miscellaneous 381 -60 06 
Central Utility in 
Sub-Total ‘B’ 1,650 2.70 -26 
Total NASF 0.0% 
Furniture 3,840 6.30 61 Non-Assignable 
Equipment 42,414 70,00 6.74 Custodial 
Circulation 
Sub-Total ‘C’ 46,254 76.30 1.35 Mechanical 
Rest Room 
Total Project Cost 60,594 100.00 9.62 Unassignable 


Education Buildings 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: FACULTY OF EDUCATION BUILDING NASF: 85,210 
PROJECT NUMBER: OTO52 USE CATEGORY TYPE: GSF: 132,800 
BUILDING TYPE: EDUCATION CLASSROOM NASF/GSF: 64 
PROJECT TYPE: NEW BUILDING LABORATORY TENDER/ESTIMATE DATE: 10/70 
UACP CODE: 3 100 220 CONSTRUCTION TIME: 12/71 — 08/73 
SUBMISSION DATE: 10/70 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
-_eeeeeeee ee SSS 
Site Develop. (Excl.) 125,865 2.70 95 1.48 Classroom 19.2 
Site Develop. (Incl.) 51,350 1.10 .39 .60 
Alter’ns & Renova’ns = = = = Special Purpose 
Site Development 177,215 3.80 1.33 2.08 Research 0.9 
Laboratory 16.1 
Indirect & Gen’! Exp 385,587 8.20 2.90 4.53 Dry Lab 
Substructure 152,500 3.20 1.15 1379 Wet Lab 
Horizontal Elements 718,970 15.30 5.41 8.44 
Exterior Cladding 377,051 8.00 2.84 4,42 Office 13.3 
Int. Vert. Elements 221,890 4.70 1.67 2.60 
Multi-Storey Elements 142,680 3.00 1.07 1.67 Library 16.1 
Interior Finishes 305,027 6.50 2.30 3.58 
Building Equipment 47,830 1.00 .36 56 Physical Education 0.5 
Cash Allowance 121,580 2.60 -92 1.43 
Built-in Equipment 58,886 1.30 44 -69 Special Use 
Architectural Audio Visual 5 
Building Cost 2,532,001 53.90 19.07 29.71 Clinic 44.0 
Demonstration = 
Plumbing & Drains 144,100 3.10 1.09 1.69 
Heat. Vent. & Cond. 624,160 13.30 4.70 7.32 General Use 
Mechanical 768,260 16.30 5.79 9.02 Assembly _ 
Exhibition cee 
Electrical 427,620 9.10 3.22 5.02 Food _ 
Fed. Sales Tax Rebate 111,836 2.40 84 1.31 Recreation 6.1 
Sub-Total ‘A’ 3,793,260 80.70 28.56 44,52 Supporting 
Data Processing _— 
Shops _ 
Fees 266,720 5.70 2.01 3.13 Physical Plant _ 
Miscellaneous 100,020 2.10 75 T7 
Central Utility a 
Sub-Total ‘B’ 366,740 7.80 2.76 4.30 
Total NASF 100.0 
Furniture 270,000 5.70 2.03 Sanne: Non-Assignable 
Equipment 270,000 5.70 2.03 cya lir/ Custodial 
Circulation 
Sub-Total ‘C’ 540,000 11.50 4.07 6.34 Mechanical 
Rest Room 
Total Project Cost 4,700,000 100.00 35.39 55.16 Unassignable 


—_—__————ee—e———eer iS 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: QU063 
EDUCATION 
NEW BUILDING 


BUILDING TYPE: 
PROJECT TYPE: 


MCARTHUR COLLEGE ACADEMIC BLDG 1968 
USE CATEGORY TYPE: 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


107,997 
191,532 
-56 
11/68 


UACP CODE: 3 CONSTRUCTION TIME: 02/69 — 08/70 
SUBMISSION DATE: 11/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) — — _ — Classroom 18.0 
Site Develop. (Incl.) 222,759 2.90 1.16 2.06 
Alter’ns & Renova’ns oa _— — _ Special Purpose 
Site Development 222,759 2.90 1.16 2.06 Research — 
Laboratory 21.8 
Indirect & Gen’] Exp 423,162 5.60 2.21 3.92 Dry Lab 
Substructure 225,585 3.00 1.18 2.09 Wet Lab 
Horizontal Elements 848,594 11.20 4.43 7.86 
Exterior Cladding 712,656 9.40 Satie 6.60 Office 12.6 
Int. Vert: Elements 326,105 4.30 1.70 3.02 
Multi-Storey Elements 97,830 1.30 51 91 Library 12:2 
Interior Finishes 477,992 6.30 2.50 4.43 
Building Equipment 200,103 2.60 1.04 1.85 Physical Education 12.9 
Cash Allowance 234,000 3.10 122) 21-7 
Built-in Equipment 37,800 -50 -20 .35 Special Use 
Architectural Audio Visual 1 
Building Cost 3,583,827 47.20 18.71 33.18 Clinic 0.4 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,631,880 21.50 8.52 15.11 Assembly 8.0 
Exhibition = 
Electrical 485,215 6.40 2.53 4.49 Food 6.8 
Fed. Sales Tax Rebate 228,037 3.00 1-19 2.11 Recreation 3.9 
Sub-Total ‘A’ 5,695,644 75.00 29.74 52.74 Supporting 
Data Processing — 
Shops = 
Fees 370,217 4.90 1.93 3.43 Physical Plant 2.3 
Miscellaneous 259,200 3.40 1.35 2.40 
Central Utility — 
Sub-Total ‘B’ 629,417 8.30 3.29 5.83 
Total NASF 100.0 
Furniture 451,500 5.90 2.36 4.18 Non-Assignable 
Equipment 820,000 10.80 4.28 7.59 Custodial 
: Circulation 
Sub-Total ‘C’ 1,271,500 16.70 6.64 11.77 Mechanical 
Rest Room 
Total Project Cost 7,596,561 100.00 39.66 70.34 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: QU631 
BUILDING TYPE: 

PROJECT TYPE: 

UACP CODE: Thal 
SUBMISSION DATE: 03/69 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


eee agg 


EDUCATION 
NEW BUILDING 


ACTUAL 
COST 


19,240 


19,240 


42,000 
50,000 
1,516,117 
1,608,117 


587,378 


265,049 
73,816 


2,405,968 
161,185 
110,426 
271,611 
184,864 
335,261 


520,125 


3,197,704 


MCARTHUR COLLEGE ACADEMIC BLDG-1 1968 
USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


41,698 
78,332 
-53 
03/69 
04/69 — 06/70 


% OF TOTAL 
NASF AREA 


4.4 


100.0 


113 


114 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: MCARTHUR COLLEGE ACADEMIC BLDG-2 1968 NASF: 66,299 
PROJECT NUMBER: QU632 USE CATEGORY TYPE: GSF: 111,252 
BUILDING TYPE: EDUCATION CLASSROOM NASF/GSF: .60 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 12/69 
UACP CODE: il 100 220 300 CONSTRUCTION TIME: 01/70 — 05/71 
SUBMISSION DATE: 12/69 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) — — —_ = Classroom 39.7 
Site Develop. (Incl.) 240,000 4.90 2.16 3.62 
Alter’ns & Renova’ns = — = al Special Purpose 
Site Development 240,000 4.90 2.16 3.62 —Research —— 
Laboratory 27.8 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 27.3 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment 138,000 2.80 1,24 2.08 Physical Education = 
Cash Allowance 138,625 2.80 1.25 2.09 
Built-in Equipment 7,000 10 .06 plat Special Use 
Architectural 1,913,114 39.30 17.20 28.86 Audio Visual = 
Building Cost 2,196,739 45.10 19.75 33.13 Clinic 1.0 
Demonstration ad 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 902,200 18.50 8.11 13.61 Assembly = 
Exhibition a 
Electrical 497,500 10.20 4.47 7.50 Food = 
Fed. Sales Tax Rebate 115,093 2.40 1.03 1.74 Recreation = 
Sub-Total ‘A’ 3,721,346 76.40 33.45 56.13 Supporting 
Data Processing = 
Shops ca? 
Fees 241,887 5.00 217, 3.65 Physical Plant 4.2 
Miscellaneous 156,640 3.20 1.41 2.36 
Central Utility * 
Sub-Total ‘B’ 398,527 8.20 3.58 6.01 
Total NASF 100.0 
Furniture 266,636 5.50 2.40 4.02 Non-Assignable 
Equipment 484,739 10.00 4.36 7.31 Custodial 
Circulation 
Sub-Total ‘C’ 751,375 15.40 6.75 11.33 Mechanical 
Rest Room 
Total Project Cost 4,871,248 100.00 43.79 73.47 —Unassignable 


Engineering Buildings 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: CA002 
BUILDING TYPE: ENGINEERING 
PROJECT TYPE: NEW BUILDING 
UACP CODE: (i=? 
SUBMISSION DATE: 11/67 


ENGINEERING 1—1965 C.J. MACKENZIE BLDG. 


USE CATEGORY TYPE: 
LABORATORY 


220 


22/SEP/71 

NASF: 52,425 
GSF: — 80,159 
NASF/GSF: -65 


TENDER/ESTIMATE DATE: 12/62 
CONSTRUCTION TIME: 01/63 — 10/64 
MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = = = _ Classroom 
Site Develop. (Incl.) 17,653 .80 pes 34 
Alter’ns & Renova’ns = = = = Special Purpose 
Site Development 17,653 .80 Ap? .34 Research 
Laboratory 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment = — = — Physical Education 
Cash Allowance == = = — 
Built-in Equipment 50,000 2.30 -62 .95 Special Use 
Architectural 963,266 44.70 12.02 18.37 Audio Visual 
Building Cost 1,013,266 47.00 12.64 19.33 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 449,379 20.90 5.61 8.57 Assembly 
Exhibition 
Electrical 275,092 12.80 3.43 5.25 Food 
Fed. Sales Tax Rebate 43,035 2.00 54 82 Recreation 
Sub-Total ‘A’ 1,712,355 79.50 21.36 32.66 Supporting 
Data Processing 
Shops 
Fees 108,411 5.00 1.35 2.07 Physical Plant 
Miscellaneous 28,528 1.30 .36 54 
Central Utility 
Sub-Total ‘B’ 136,939 6.40 TA: 2.61 
Total NASF 
Furniture 95,201 4.40 1.19 1.82 Non-Assignable 
Equipment 210,023 9.70 2.62 4.01 Custodial 
Circulation 
Sub-Total ‘C’ 305,224 14.20 3.81 5.82 Mechanical 
Rest Room 
Total Project Cost 2,154,518 100.00 26.88 41.10 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ENGINEERING 2-1965 C.J. MACKENZIE BLDG. NASF: 34,373 
PROJECT NUMBER: CAO009 USE CATEGORY TYPE: GSF: 57,259 
BUILDING TYPE: ENGINEERING LABORATORY NASF/GSF: -60 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 05/65 
UACP CODE: T= 2 220 CONSTRUCTION TIME: 06/65 — 10/66 
SUBMISSION DATE: 11/67 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 13,280 -60 223 .39 Classroom 16.3 
Site Develop. (Incl.) 1,430 =O -02 .04 
Alter’ns & Renova’ns — = — _ Special Purpose 
Site Development 14,710 -70 .26 43 Research 3.2 
Laboratory 60.9 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 15.2 
Int. Vert. Elements 
Multi-Storey Elements Library Ps 
Interior Finishes 
Building Equipment 7 cage aa = Physical Education a 
Cash Allowance ay = = = 
Built-in Equipment 13,550 -60 -24 .39 Special Use 
Architectural 1,186,195 54.00 20.72 34.51 Audio Visual = 
Building Cost 1,199,745 54.70 20.95 34.90 Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 463,982 21.10 8.10 13.50 Assembly = 
Exhibition aa 
Electrical 190,308 8.70 3.32 5.54 Food = 
Fed. Sales Tax Rebate 73,619 3.40 1.29 2.14 Recreation 4.4 
Sub-Total ‘A’ 1,795,126 81.80 31.35 52.22 Supporting 
Data Processing = 
Shops = 
Fees 112,568 5.10 1.97 BAT Physical Plant = 
Miscellaneous 29,151 1.30 51 .85 
Central Utility >= 
Sub-Total ‘B’ 141,719 6.50 2.48 4.12 
Total NASF 100.0 
Furniture 77,803 3.50 1.36 2.26 Non-Assignable 
Equipment 180,559 8.20 3.15 5.25 Custodial 
Circulation 
Sub-Total ‘C’ 258 ,362 11.80 4.51 7.52 Mechanical 
Rest Room 
Total Project Cost 2,195,207 100.00 38.34 63.86 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: ENGINEERING 3-1967 C.J. MACKENZIE BLDG NASF: 27,017 


PROJECT NUMBER: CA029 USE CATEGORY TYPE: GSF: 47,682 
BUILDING TYPE: ENGINEERING LABORATORY NASF/GSF: -57 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 10/67 
UACP CODE: ik 220 CONSTRUCTION TIME: 10/67 — 10/68 
SUBMISSION DATE: 11/68 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = = = — Classroom 13.6 
Site Develop. (Incl.) 14,300 1.00 .30 -o3 
Alter’ns & Renova’ns — — — — Special Purpose 
Site Development 14,300 1.00 -30 .53 Research 2.0 
Laboratory 61.4 
Indirect & Gen’1 Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 13.0 
Int. Vert. Elements 
Multi-Storey Elements Library 4.9 
Interior Finishes 
Building Equipment == = —_ = Physical Education 5.1 
Cash Allowance 72,500 4.90 1.52 2.68 
Built-in Equipment 38,400 2.60 81 1.42 Special Use 
Architectural 691,698 47.00 14.51 25.60 Audio Visual _— 
Building Cost 802,598 54.50 16.83 29.71 Clinic _— 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 203,264 13.80 4.26 7.52 Assembly = 
Exhibition — 
Electrical 108,838 7.40 2.28 4.03 Food — 
Fed. Sales Tax Rebate 45,160 3.10 95 1.67 ‘Recreation _— 
Sub-Total ‘A’ 1,083,840 73.60 22.73 40.12 Supporting 
Data Processing = 
Shops = 
Fees 67,740 4.60 1.42 2.51 Physical Plant = 
Miscellaneous 33,870 2.30 stil 1.25 
Central Utility — 
Sub-Total ‘B’ 101,610 6.90 2.13 3.76 
Total NASF 100.0 
Furniture 40,000 2.70 84 1.48 Non-Assignable 
Equipment 247,645 16.80 §.19 9.17 Custodial 
fs Circulation 
Sub-Total ‘C’ 287,645 19.50 6.03 10.65 Mechanical 
Rest Room 
Total Project Cost 1,473,095 100.00 30.89 54.52 Unassignable 


HH se, 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: SCHOOL OF ARCHITECTURE 1969 NASF: 39,830 
PROJECT NUMBER: CA058 USE CATEGORY TYPE: GSF: 68,057 
BUILDING TYPE: ENGINEERING LABORATORY NASF/GSF: .59 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 05/71 
UACP CODE: H(t | 220 610 720 CONSTRUCTION TIME: 06/71 — 07/72 
SUBMISSION DATE: 05/71 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) _ _ _ — Classroom 21.7 
Site Develop. (Incl.) 68,955 2.90 1.01 1.73 
Alter’ns & Renova’ns _— _ _ = Special Purpose 
Site Development 68,955 2.90 1.01 17} Research = 
Laboratory oy U2) 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 


Horizontal Elements 


Exterior Cladding Office 16.0 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment — = = ae Physical Education == 
Cash Allowance 80,000 3.30 1.18 2.01 
Built-in Equipment = — = = Special Use 
Architectural 1,127,387 46.90 16.57 28.30 Audio Visual 6.6 
Building Cost 1,207,387 50.20 17.74 30.31 Clinic — 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 487,758 20.30 ea er 12.25 Assembly = 
Exhibition 3.7 
Electrical 198,900 8.30 2.92 4.99 Food 7 
Fed. Sales Tax Rebate 56,821 2.40 83 1.43 Recreation = 
Sub-Total ‘A’ 1,906,179 79.30 28.01 47.86 Supporting 
Data Processing _— 
Shops aa 
Fees 133.433 5.50 1.96 3.35 Physical Plant a 
Miscellaneous 57,185 2.40 84 1.44 
Central Utility = 
Sub-Total ‘B’ 190,618 7.90 2.80 4.79 
Total NASF 100.0 
Furniture 90,118 3.70 1.32 2.26 Non-Assignable 
Equipment 217,372 9.00 3.19 5.46 Custodial 
Circulation 
Sub-Total ‘C’ 307,490 12.80 4.52 thati?4 Mechanical 
Rest Room 
Total Project Cost 2,404,287 100.00 35.33 60.36 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: OT014 
BUILDING TYPE: 

PROJECT TYPE: 

UACP CODE: {SSP 
SUBMISSION DATE: 06/69 


COST ELEMENT 


ENGINEERING 
NEW BUILDING 


ENGINEERING BLDG 1966 


ACTUAL 


COST 


220 210 


% OF TOTAL 


COST 


USE CATEGORY TYPE: 
LABORATORY 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: . 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


149,400 
258,876 
-58 
02/69 
04/69 — 09/70 
SLACK 


% OF TOTAL 
NASF AREA 


RR A 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


101,000 
135,934 


236,934 


423,833 
407,906 
3,458,023 
4,289,762 


1,489,652 


747,000 
234,563 


6,528,785 


475,838 
164,046 


639,884 
1,000,000 


1,000,000 


8,168,669 


1.20 
LEO 


2.90 


.39 
53 


92 


31.55 


-68 
291 


1.59 


54.68 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


8.4 


24.6 


52.9 


10.5 


100.0 


PROJECT CQST/SPACE RECORD 22/SEP/71 
PROJECT NAME: CHEMICAL ENGINEERING 1965 NASF: 45,650 
PROJECT NUMBER: QU004 USE CATEGORY TYPE: GSF: 77,158 
BUILDING TYPE: ENGINEERING LABORATORY NASF/GSF: 59 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 02/65 
UACP CODE: Ur, 220 810 CONSTRUCTION TIME: 05/65 — 01/67 
SUBMISSION DATE: 10/67 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 95,828 4.00 1.24 2.10 Classroom 15.4 
Site Develop. (Incl.) = — on — 
Alter’ns & Renova’ns a = oe = Special Purpose 
Site Development 95,828 4.00 1.24 2.10 Research aT 
Laboratory 53.7 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 14.2 
Int. Vert. Elements 
Multi-Storey Elements Library Mears 
Interior Finishes 
Building Equipment 38,000 1.60 49 .83 Physical Education = 
Cash Allowance 228,431 9.50 2.96 5.00 
Built-in Equipment = — = = Special Use 
Architectural 871,216 36.40 11.29 19.08 Audio Visual = 
Building Cost 1,137,647 47.50 14.74 24.92 Clinic = 
Demonstration ary 
Plumbing &-Drains 
Heat. Vent. & Cond. General Use 
Mechanical 518,478 21.60 6.72 11.36 Assembly = 
Exhibition = 
Electrical 230,000 9.60 2.98 5.04 Food = 
Fed. Sales Tax Rebate 85,973 3.60 SST by 1.88 Recreation 1.4 
Sub-Total ‘A’ 1,895,980 79.10 24.57 41.53 Supporting 
Data Processing 7.6 
Shops = 
Fees 129,817 5.40 1.68 2.84 Physical Plant = 
Miscellaneous 3,419 .10 .04 07 
Central Utility — 
Sub-Total ‘B’ 133,236 5.60 1.73 2.92 
Total NASF 100.0 
Furniture 139,603 5.80 1.81 3.06 Non-Assignable 
Equipment 227,143 9.50 2.94 4.98 Custodial 
Circulation 
Sub-Total ‘C’ 366,746 15.30 4.75 8.03 Mechanical 
Rest Room 
Total Project Cost 2,395,962 100.00 31.05 52.49 Unassignable 


121 


122 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: QU045 
ENGINEERING 
NEW BUILDING 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 5 


SUBMISSION DATE: 01/70 


COST ELEMENT 


ACTUAL 


COST 


CIVIL ENGINEERING RESEARCH BUILDING 
USE CATEGORY TYPE: 


% OF TOTAL 


COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: | 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


18,498 
20,160 
-92 
07/67 
05/67 — 10/67 


% OF TOTAL 
NASF AREA 


eT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


148 668 


9,538 
3,998 


13,536 
1,564 


1,564 


163,768 


7.37 


8.12 


8.04 


8.85 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


100.0 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: QU061 
ENGINEERING 
NEW BUILDING 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 3 


SUBMISSION DATE: 01/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


22/SEP/71 
NASF: 29,410 
USE CATEGORY TYPE: GSF: 69,473 
LABORATORY NASF/GSF: -42 
TENDER/ESTIMATE DATE: 09/70 
220 CONSTRUCTION TIME: 10/70 — 11/71 
MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
—_—— nn eee eee” Cs—n eeeeeeeeeee— 
= = = = Classroom 6.3 
12,300 -70 18 42 
= — = = Special Purpose 
12,300 -70 18 -42 Research 7.4 
Laboratory 53.1 
38,450 2.00 .55 1.31 Dry Lab 
61,300 3.30 .88 2.08 Wet Lab 
333,300 17.70 4.80 11.33 
161,900 8.60 2.33 5.50 Office 16.2 
131,600 7.00 1.89 4.47 
48 000 2.50 -69 1.63 Library 17.0 
82,000 4.40 1.18 2.79 
1,500 .10 -02 .05 Physical Education = 
28,500 1.50 -41 97 
<= = = = Special Use 
Audio Visual = 
886,550 47.10 12.76 30.14 Clinic = 
Demonstration as 
General Use 
295,150 15.70 4.25 10.04 Assembly = 
y Exhibition a5 
161,000 8.50 2.32 5.47 Food = 
Recreation — 
1,355,000 71.90 19.50 46.07 Supporting 
Data Processing = 
Shops — 
81,300 4.30 aa lee 2.76 Physical Plant = 
40,650 2.20 .59 1.38 
Central Utility aa 
121,950 6.50 1.76 4.15 
Total NASF 100.0 
48,400 2.60 -70 1.65 Non-Assignable 
358,853 19.00 5.17 12.20 Custodial 
Circulation 
407,253 21.60 5.86 13.85 Mechanical 
Rest Room 
1,884,203 100.00 27.12 64.07 Unassignable 


Total Project Cost 


—_—_A.. 


MINING ENGINEERING BUILDING 


|i 


3 


124 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: METALLURGY BUILDING NASF: 16,601 
PROJECT NUMBER: TO019 USE CATEGORY TYPE: GSF: 25,077 
BUILDING TYPE: ENGINEERING LABORATORY NASF/GSF: -66 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 12/64 
UACP CODE: U2 220 CONSTRUCTION TIME: 02/65 — 06/66 
SUBMISSION DATE: 11/68 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
————eEeEe—eEeEeEeEeEeEeEeEeEeEeEeEyEy>y————————eeEeEEEE——————————— ES SS EEE EE EEE eee ee 
Site Develop. (Excl.) 13,077 1.40 52 19 Classroom 
Site Develop. (Incl.) 7,524 .80 .30 45 
Alter’ns & Renova’ns = — — aaa Special Purpose 
Site Development 20,601 2.30 .82 1.24 Research 
Laboratory 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment = = ss = Physical Education 
Cash Allowance 9,372 1.00 37 .56 
Built-in Equipment i sr — oz Special Use 
Architectural 405,063 44.40 16.15 24.40 Audio Visual 
Building Cost 414,435 45.50 16.53 24.96 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 277,448 30.40 11.06 16.71 Assembly 
Exhibition 
Electrical 81,207 8.90 3.24 4.89 Food 
Fed. Sales Tax Rebate 32,971 3.60 1.31 1.99 Recreation 
Sub-Total ‘A’ 760,720 83.50 30.34 45.82 Supporting 
Data Processing 
Shops 
Fees 51,377 5.60 2.05 3.09 Physical Plant 
Miscellaneous 29,842 3.30 1.19 1.80 
Central Utility 
Sub-Total ‘B’ 81,219 8.90 3.24 4.89 
Total NASF 
Furniture 69,409 7.60 2.77 4.18 Non-Assignable 
Equipment a aa a aa, Custodial 
: Circulation 
Sub-Total ‘C’ 69,409 7.60 2.77 4.18 Mechanical 


Rest Room 


Total Project Cost 911,348 100.00 36.34 54.90 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: EROO8 
BUILDING TYPE: 

PROJECT TYPE: 

UACP CODE: Leesa | 
SUBMISSION DATE: 04/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


ENGINEERING 
NEW BUILDING 


RESEARCH AND LABORATORY BLOCK — 68 
USE CATEGORY TYPE: 
LABORATORY 


220 210 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


125,872 
263,244 
-48 
09/68 
10/68 — 02/70 
BUSY 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
See gga 
35,000 .30 13 .28 Classroom 1.6 
120,000 1.10 46 95 
= = = = Special Purpose 
155,000 1.40 .59 1.23 Research 39.7 
Laboratory 44.9 
Dry Lab 
Wet Lab 
Office 8.2 
Library os 
929,211 8.70 3.53 7.38 Physical Education = 
176,000 1.60 -67 1.40 
567,789 5.30 2.16 4.51 Special Use 
4,416,600 41.10 16.78 35.09 Audio Visual 0.7 
6,089,600 56.70 23.13 48.38 Clinic = 
Demonstration = 
General Use 
1,754,000 16.30 6.66 13.93 Assembly = 
Exhibition i 
546,400 5.10 2.08 4.34 Food = 
281,000 2.60 1.07 2.23 Recreation — 
8,264,000 77.00 31.39 65.65 Supporting 
Data Processing 1.8 
Shops = 
540,520 5.00 2.05 4.29 Physical Plant 3.0 
121,500 1.10 46 «97 
Central Utility = 
662,020 6.20 2.51 5.26 
Total NASF 100.0 
320,100 3.00 1.22 2.54 Non-Assignable 
1,490,502 13.90 5.66 11.84 Custodial 
Circulation 
1,810,602 16.90 6.88 14.38 Mechanical 
Rest Room 
10,736,622 100.00 40.79 85.30 Unassignable 


Total Project Cost 


125 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: WA035 
BUILDING TYPE: 

PROJECT TYPE: 

UACP CODE: Ufa t 
SUBMISSION DATE: 06/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’1 Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


ENGINEERING 
NEW BUILDING 


ENGINEERING IV PHASE1 1971 


ACTUAL 
COST 


101,971 


101,971 


19,804 
121,300 
253,133 

3,229,449 
3,623,686 


1.232.840 


715,081 
170,207 


5,503,371 


465,501 
165,101 


630,602 


260,000 
600,000 


860,000 


220 


22/SEP/71 
NASF: 100,908 
USE CATEGORY TYPE: GSF: 170,907 
LABORATORY NASF/GSF: .59 
TENDER/ESTIMATE DATE: 03/70 
CONSTRUCTION TIME: 04/70 — 12/71 
MARKET CONDITION: SLACK 
% OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST $/GSF $/NASF USE CATEGORY NASF AREA 
——————— 
= _— => Classroom La 
1.50 60 1.01 
= — _— Special Purpose 
1.50 -60 1.01 Research — 
Laboratory 87.3 
Dry Lab 
Wet Lab 
Office 8.0 
Library ss 
.30 12 -20 Physical Education — 
1.70 (fal 1.20 
3.60 1.48 2.51 Special Use 
46.20 18.90 32.00 Audio Visual = 
51.80 21.20 35.91 Clinic — 
Demonstration — 
General Use 
17.60 opal. U2.22 Assembly _ 
Exhibition —— 
10.20 4.18 7.09 Food = 
2.40 1.00 1.69 Recreation 2.3 
78.70 32.20 54.54 Supporting 
Data Processing — 
Shops — 
6.70 Aste 4.61 Physical Plant 12) 
2.40 97 1.64 
Central Utility — 
9.00 3.69 6.25 
Total NASF 100.0 
3.70 1-52 2.58 Non-Assignable 
8.60 3.51 5.95 Custodial 
Circulation 
12.30 5.03 8.52 Mechanical 
Rest Room 
100.00 40.92 69.31 Unassignable 


Total Project Cost 


6,993,973 


ee SSS SSS 


Engineering Buildings Additions 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: QU083 
BUILDING TYPE: ENGINEERING 
PROJECT TYPE: ADDITION 
UACP CODE: tv 
SUBMISSION DATE: 02/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


aan SSS 


FLEMING HALL — ADDITION 


USE CATEGORY TYPE: 


ACTUAL % OF TOTAL ACTUAL ACTUAL 

COST COST $/GSF $/NASF 
4,690 1.90 54 88 
4,690 1.90 54 88 
198,220 81.20 22.63 37.15 
202,910 83.10 23.16 38.03 
11,893 4.90 1.36 2.23 
11,893 4.90 1.36 2.23 
23,287 9.50 2.66 4.36 
6,033 2.50 .69 1.13 
29,320 12.00 3.35 5.49 
244,123 100.00 27.87 45.75 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


5,336 
8,760 
-61 


04/64 — 09/64 


% OF TOTAL 
NASF AREA 


SSS 


0.0% 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: al 


SUBMISSION DATE: 10/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’! Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ENGINEERING III—STAGE 1 1965 
PROJECT NUMBER: WAO007 

ENGINEERING 

ADDITION 


ACTUAL 
COST 


82,145 
30,279 
112,424 


11,678 
42,503 
159,089 
1,924,650 
2,137,920 


687,356 


524,900 
138,504 


3,324,096 


207,756 
103,878 


311,634 


300,000 
600,000 


900,000 


4,535,730 


USE CATEGORY TYPE: 


% OF TOTAL ACTUAL 
COST $/GSF 
1.80 58 
-70 21 
2.50 80 
30 -08 
-90 -30 
3.50 1.13 
42.40 13.65 
47.10 15.16 
15.20 4.87 
11.60 3.72 
3.10 98 
73.30 23.57 
4.60 1.47 
2.30 74 
6.90 2.21 
6.60 2.13 
13.20 4,25 
19.80 6.38 
100.00 32.16 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


91,436 
141,050 
-65 


TENDER/ESTIMATE DATE: 02/65 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


09/65 — 01/67 


% OF TOTAL 
NASF AREA 


17.4 


100.0% 


129 
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PROJECT COST/SPACE RECORD 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ENGINEERING SCIENCE BUILDING—ADD NASF: 77,473 
PROJECT NUMBER: WE022 USE CATEGORY TYPE: GSF: 139,998 
BUILDING TYPE: ENGINEERING NASF/GSF: -55 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 09/69 
UACP CODE: 7-1 CONSTRUCTION TIME: 09/69 — 05/71 
SUBMISSION DATE: 09/69 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 8,000 -10 -06 10 Classroom iol 
Site Develop. (Incl.) — = = re. 
Alter’ns & Renova’ns 4,037 10 -03 -05 Special Purpose 
Site Development 12,037 -20 .09 16 Research ms 
Laboratory 100.0 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office =a 
Int. Vert. Elements 
Multi-Storey Elements Library rr 
Interior Finishes 
Building Equipment 22,986 .40 16 .30 Physical Education FF 
Cash Allowance 72,567 1.30 52 .94 
Built-in Equipment 12,687 .20 09 16 Special Use 
Architectural 2,631,500 48.50 18.80 33.97 Audio Visual = 
Building Cost 2,739,740 50.40 19.57 35.36 Clinic = 
Demonstration ot 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,030,710 19.00 7.36 13.30 Assembly = 
Exhibition wi 
Electrical 555,982 10.20 3.97 7.18 Food _ 
Fed. Sales Tax Rebate 129,915 2.40 .93 1.68 Recreation a 
Sub-Total ‘A’ 4,208,554 77.50 30.06 54.32 Supporting 
Data Processing Se 
Shops s 
Fees 294,038 5.40 2.10 3.80 Physical Plant 7 
Miscellaneous 118,016 2.20 84 1.52 
Central Utility = 
Sub-Total ‘B’ 412,054 7.60 2.94 5.32 
Total NASF 100.0% 
Furniture 515,000 9.50 3.68 6.65 Non-Assignable 
Equipment 295,000 5.40 _2.11 3.81 Custodial 
Circulation 
Sub-Total ‘C’ 810,000 14.90 5.79 10.46 Mechanical 
Rest Room 
Total Project Cost 5,430,608 100.00 88.79 70.10 Unassignable 


ee 


Engineering Buildings Alterations 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: CA054 
BUILDING TYPE: ENGINEERING 
PROJECT TYPE: ALTERATION 
UACP CODE: (= 


C. J. MACKENZIE BUILDING—ALTERATIONS 
USE CATEGORY TYPE: 


NASF: 2,049 
GSF: 2,181 
NASF/GSF: -94 


TENDER/ESTIMATE DATE: 05/69 
CONSTRUCTION TIME: 06/69 — 09/69 


SUBMISSION DATE: 07/69 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 2 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory 52:2 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education — 
Cash Allowance 
Built-in Equipment 1,209 1.00 -55 .59 Special Use 
Architectural 30,023 24.60 13.77 14.65 Audio Visual = 
Building Cost 31,232 25.60 14.32 15.24 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 22,229 18.20 10.19 10.85 Assembly = 
Exhibition — 
Electrical 3,100 2.50 1.42 1.51 Food 47.8 
Fed. Sales Tax Rebate a a = ines Recreation = 
Sub-Total ‘A’ 56,561 46.30 25.93 27.60 Supporting 
Data Processing <= 
Shops =a 
Fees 5,656 4.60 2.59 2.76 Physical Plant = 
Miscellaneous 1,697 1.40 78 83 
Central Utility ee 
Sub-Total ‘B’ 7,353 6.00 3.37 3.59 
Total NASF 100.0% 
Furniture 5,802 4.70 2.66 2.83 Non-Assignable 
Equipment 52,501 43.00 24.07 25.62 Custodial 
- Circulation 
Sub-Total ‘C’ 58,303 47.70 26.73 28.45 Mechanical 
Rest Room 
Total Project Cost 1225217 100.00 56.04 59.65 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 12 


SUBMISSION DATE: 07/69 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ENGINEERING 
ALTERATION 


ACTUAL 
COST 


7,943 


16,566 
24,509 


7,421 


11,930 


43,860 


2,243 


METAL PHYSICS LABORATORY — ALTER 
PROJECT NUMBER: QU007 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


1.46 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


1,435 
1,537 
-93 
06/65 
06/65 — 01/69 
NORMAL 


% OF TOTAL 
NASF AREA 


0.0% 


1 


3 


«] 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ENGINEERING SCIENCE BUILDING — REN NASF: 20,145 
PROJECT NUMBER: WE032 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: ENGINEERING NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 03/71 
UACP CODE: ve CONSTRUCTION TIME: 04/71 — 08/71 
SUBMISSION DATE: 03/71 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) ad a = = Classroom i 
Site Develop. (Iincl.) = 2m ai a 
Alter’ns & Renova’ns 58,000 15.60 = 2.88 Special Purpose 
Site Development 58,000 15.60 = 2.88 Research = 
Laboratory = 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library "ey 
Interior Finishes 
Building Equipment Physical Education <a 
Cash Allowance 3,600 1.00 = 18 
Built-in Equipment > cao =a a Special Use 
Architectural 6,844 1.80 = .34 Audio Visual = 
Building Cost 10,444 2.80 = -52 Clinic => 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 142,423 38.40 = 7.07 Assembly an 
Exhibition = 
Electrical 16,973 4.60 = 84 Food aa 
Fed. Sales Tax Rebate = = = = Recreation a 
Sub-Total ‘A’ 227,840 61.40 <= 11.31 Supporting 
Data Processing a 
Shops sy 
Fees 9,800 2.60 — 49 Physical Plant = 
Miscellaneous 6,860 1.80 = .34 
Central Utility 7 
Sub-Total ‘B’ 16,660 4.50 = -83 
Total NASF 0.0% 
Furniture 46,500 12.50 — 2.31 Non-Assignable 
Equipment 80,000 21.60 = 3.97 Custodial 
cs Circulation 
Sub-Total ‘C’ 126,500 84.10 — 6.28 Mechanical 


Rest Room 


Total Project Cost 371,000 100.00 — 18.42 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ENGINEERING ALTERATIONS NASF: 9,100 
PROJECT NUMBER: WA064 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: ENGINEERING NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 03/70 

UACP CODE: ipa! CONSTRUCTION TIME: 


SUBMISSION DATE: 05/70 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


44,550 
29,452 
144,487 
218,489 


56,211 


14,400 


289.100 
28,910 
8,673 


37,583 


326,683 


100.00 


35.90 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


0.0% 


Engineering Buildings Renovations 


P37 


PROJECT COST/SPACE RECORD 


PROJECT NAME: PHYSICS BUILDING — RENOVATIONS NASF: 16,041 
PROJECT NUMBER: GU039 USE CATEGORY TYPE: GSF: 30,592 
BUILDING TYPE: ENGINEERING NASF/GSF: -52 
PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 11/70 

UACP CODE: tl CONSTRUCTION TIME: 12/70 — 09/71 
SUBMISSION DATE: 11/70 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
—_er eee ee eee 
Site Develop. (Excl.) = = — = Classroom — 
Site Develop. (Incl.) 1,870 -20 -06 cup} 
Alter’ns & Renova’ns 15,690 1.90 51 98 Special Purpose 
Site Development 17,560 2.10 57 1.09 Research _ 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library —- 
Interior Finishes 
Building Equipment 12,700 1.50 42 -79 Physical Education = 
Cash Allowance 19,450 2.40 64 1.21 
Built-in Equipment _— _— — —_ Special Use 
Architectural 293,890 35.60 9.61 18.32 Audio Visual rr 
Building Cost 326,040 39.50 10.66 20.32 Clinic — 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 231,000 28.00 7.55 14.40 Assembly = 
Exhibition ad 
Electrical 68,000 8.20 2.22 4.24 Food — 
Fed. Sales Tax Rebate — = = = Recreation = 
Sub-Total ‘A’ 642,600 77.90 21.01 40.06 Supporting 
Data Processing faa 
Shops a 
Fees 51,408 6.20 1.68 3.20 Physical Plant 7 
Miscellaneous 38,492 4.70 1.26 2.40 
Central Utility a 
Sub-Total ‘B’ 89,900 10.90 2.94 5.60 
Total NASF 0.0% 
Furniture 92,500 11.20 3.02 5.77 Non-Assignable 
Equipment _ — _— _ Custodial 
Circulation 
Sub-Total ‘C’ 92,500 11.20 3.02 5.77 Mechanical 
Rest Room 
Total Project Cost 825,000 100.00 26.97 51.43 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: OTO0O59 
BUILDING TYPE: ENGINEERING 
PROJECT TYPE: RENOVATION 
UACP CODE: a 


ELECTRICAL ENGINEERING REN 


USE CATEGORY TYPE: 


NASF: 12,656 
GSF: 20,500 
NASF/GSF: 62 


TENDER/ESTIMATE DATE: 04/71 
CONSTRUCTION TIME: 05/71 — 09/71 


SUBMISSION DATE: 04/71 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = = = = Classroom 11.1 
Site Develop. (Incl.) 550 10 .03 04 
Alter’ns & Renova’ns 91,752 15.40 4.48 7.25 Special Purpose 
Site Development 92,302 15.40 4.50 7.29 Research 57.9 
Laboratory 11.1 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 19.8 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment 4,000 -70 -20 32 Physical Education _ 
Cash Allowance 15,500 2.60 -76 1.22 
Built-in Equipment 100,715 16.90 4.91 7.96 Special Use 
Architectural 45,000 7.50 2.20 3.56 Audio Visual — 
Building Cost 165,215 27.60 8.06 13.05 Clinic — 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 199,750 33.40 9.74 15.78 Assembly ae 
Exhibition _— 
Electrical 72,430 12.10 3.53 Dea Food a 
Fed. Sales Tax Rebate = = = =e Recreation = 
Sub-Total ‘A’ 529,697 88.60 25.84 41.85 Supporting 
Data Processing = 
Shops = 
Fees 52,970 8.90 2.58 4.19 Physical Plant = 
Miscellaneous 15,000 2.50 -73 119 
Central Utility az 
Sub-Total ‘B’ 67,970 11.40 3.382 5.37 
Total NASF 99.9% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 597,667 100.00 29.15 47,22 Unassignable 


one 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: QU084 


BUILDING TYPE: ENGINEERING 
PROJECT TYPE: 
UACP CODE: I 


SUBMISSION DATE: 93/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


RENOVATION 


ACTUAL 


FLEMING HALL RENOVATIONS 


USE CATEGORY TYPE: 


COST COST 


79,586 26,90 
216,757 73.10 
216,757 73.10 
296,343 100.00 


% OF TOTAL 


ACTUAL 
$/GSF 


9.95 


ACTUAL 
$/NASF 


17.92 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 03/70 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


% OF TOTAL 
NASF AREA 
—_—_ eee 


0.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ELECTRICAL BUILDING RENOVATIONS NASF: 
PROJECT NUMBER: TO048 USE CATEGORY TYPE: GSF: 58,768 
PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 10/66 
UACP CODE: 7-2 CONSTRUCTION TIME: 01/67 — 05/68 
SUBMISSION DATE: 04/68 MARKET CONDITION: BUSY 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 

Site Develop. (Excl.) Classroom 


Site Develop. (Incl.) 
Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


6,000 


251,969 
257,969 


314,053 
142,641 
714,663 
49,017 
49,017 
104,062 
22,020 


126,082 


889,762 


a lSUiz/ 


2.15 


15.14 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


0.0% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: WALLBERG BUILDING—RENOVATIONS 


PROJECT NUMBER: TOO65 
BUILDING TYPE: ENGINEERING 
PROJECT TYPE: RENOVATION 
UACP CODE: i—1 


SUBMISSION DATE: 03/71 


ACTUAL % OF TOTAL % OF TOTAL 
COST ELEMENT COST COST USE CATEGORY NASF AREA 
Site Develop. (Excl.) _— _ Classroom = 
Site Develop. (Incl.) _ _ 
Alter’ns & Renova’ns 21,939 8.90 Special Purpose 
Site Development 21,939 8.90 Research emese 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office ee 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education — 
Cash Allowance 11,904 4.80 
Built-in Equipment - — Special Use 
Architectural 129,138 52.30 Audio Visual _ 
Building Cost 141,042 57.10 Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 32,357 13.10 Assembly — 
Exhibition = 
Electrical 34,056 13.80 Food am 
Fed. Sales Tax Rebate — mm Recreation 2 
Sub-Total ‘A’ 229,394 92.80 Supporting 
Data Processing = 
Shops =r 
Fees 17,757 7.20 Physical Plant 7s, 
Miscellaneous _ _ 
Central Utility = 
Sub-Total ‘B’ 17,757 7.20 
Total NASF 0.0% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 247,151 100.00 Unassignable 


USE CATEGORY TYPE: 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 92/71 
CONSTRUCTION TIME: 
MARKET CONDITION: 


04/71 — 09/71 


141 


142 
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~ 
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aes 
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Food Services Buildings 
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PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: UNIVERSITY FOOD SERVICES NASF: 62,241 


PROJECT NUMBER: CA017 USE CATEGORY TYPE: GSF: 88,881 
BUILDING TYPE: FOOD SERVICES FOOD NASF/GSF: -70 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 12/67 
UACP CODE: ye 730 CONSTRUCTION TIME: 01/68 — 05/69 
SUBMISSION DATE: 06/68 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = — = = Classroom 8.5 
Site Develop. (Incl.) 13,800 .40 16 -22 
Alter’ns & Renova’ns a = =F = Special Purpose 
Site Development 13,800 .40 16 -22 Research = 
Laboratory aes 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 8.0 
Int. Vert. Elements 
Multi-Storey Elements Library 2.6 
Interior Finishes 
Building Equipment 448,500 14.50 5.05 7.21 Physical Education aay 
Cash Allowance 57,800 1.90 65 .93 
Built-in Equipment os ze i at Special Use 
Architectural 1,395,620 45.10 15.70 22.42 Audio Visual = 
Building Cost 1,901 920 61.40 21.40 30.56 Clinic = 
Demonstration ae 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 450,000 14.50 5.06 7.23 Assembly == 
Exhibition = 
Electrical 152,000 4.90 alfa 2.44 Food 61.5 
Fed. Sales Tax Rebate 100,708 3.30 1.13 1.62 Recreation 15.4 
Sub-Total ‘A’ 2,417,012 78.00 27.19 38.83 Supporting 
Data Processing — 
Shops So 
Fees 151,063 4.90 1.70 2.43 Physical Plant 4.0 
Miscellaneous 75,531 2.40 85 ileal 
Central Utility na 
Sub-Total ‘B’ 226,594 7.30 2.55 3.64 
Total NASF 100.0 
Furniture 453,670 14.60 5.10 7.29 Non-Assignable 
Equipment ea: is A; 5 Custodial 
5 Circulation 
Sub-Total ‘C’ 453,670 14.60 5.10 7.29 Mechanical 
Rest Room 
Total Project Cost 3,097,276 100.00 34.85 49.76 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WAO010 
BUILDING TYPE: 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 7-1 
SUBMISSION DATE: 11/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


FOOD SERVICES BLDG 65 


FOOD SERVICES 


ACTUAL 
COST 


60,743 


60,743 


213,783 
20,500 


847,173 
1,081,456 


352,551 


189,050 
67,352 


1,616,448 


101,028 
50,514 


151,542 


190,000 


190,000 


1,957,990 


USE CATEGORY TYPE: 


FOOD 


730 


% OF TOTAL 
COST 


3.10 


3.10 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


1.44 


1.44 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


07/66 
07/66 — 09/67 


% OF TOTAL 
NASF AREA 


146 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: CENTRAL FOOD SERVICES COMMISSARY NASF: 23,535 
PROJECT NUMBER: WE039 USE CATEGORY TYPE: GSF: 43,550 
BUILDING TYPE: FOOD SERVICES FOOD NASF/GSF: 54 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 01/71 
UACP CODE: thi 730 CONSTRUCTION TIME: 02/71 — 09/71 
SUBMISSION DATE: 05/71 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 5,000 -40 Alpe eal Classroom — 
Site Develop. (Incl.) 78,000 6.50 1.79 3.31 
Alter’ns & Renova’ns _— = — ae Special Purpose 
Site Development 83,000 6.90 1.91 3.53 Research an 
Laboratory = 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 13.2 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment _- - — _ _ Physical Education — 
Cash Allowance 18,429 1.50 42 78 
Built-in Equipment _ — _ _— Special Use 
Architectural 332,824 27.90 7.64 14.14 Audio Visual _ 
Building Cost 351,253 29.40 8.07 14.92 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 289,497 24.20 6.65 12.30 Assembly ss 
Exhibition — 
Electrical 111,629 9.30 2.56 4.74 Food 86.8 
Fed. Sales Tax Rebate 24,579 2.10 56 1.04 Recreation = 
Sub-Total ‘A’ 810,800 67.80 18.62 34.45 Supporting 
Data Processing aa, 
Shops = 
Fees 44,300 3.70 1.02 1.88 Physical Plant <= 
Miscellaneous 22,000 1.80 51 93 
Central Utility - 
Sub-Total ‘B’ 66,300 5.50 1.52 2.82 
Total NASF 100.0 
Furniture 26,000 2.20 60 1.10 Non-Assignable 
Equipment 291,900 24.40 6.70 12.40 Custodial 
Circulation 
Sub-Total ‘C’ 317,900 26.60 7.30 13.51 Mechanical 
Rest Room 
Total Project Cost 1,195,000 100.00 27.44 50.78 Unassignable 


Food Services Buildings Additions 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: LH019 
BUILDING TYPE: FOOD SERVICES 
PROJECT TYPE: ADDITION 
UACP CODE: (Fail 


UNIVERSITY CENTRE EXTENSION 


USE CATEGORY TYPE: 


NASF: 43,000 
GSF: 87,000 
NASF/GSF: 49 


TENDER/ESTIMATE DATE: 12/67 
CONSTRUCTION TIME: 12/67 — 04/69 


SUBMISSION DATE: 07/68 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 2,000 10 02 05 Classroom = 
Site Develop. (Incl.) = — = ae 
Alter’ns & Renova’ns — —_ _ — Special Purpose 
Site Development 2,000 -10 02 -05 Research — 
Laboratory —_ 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library ge 
Interior Finishes 
Building Equipment 405,500 12.20 4.66 9.43 Physical Education = 
Cash Allowance 78,000 2.30 90 1.81 
Built-in Equipment _ _ —_ _ Special Use 
Architectural 1,560,900 46.90 17.94 36.30 Audio Visual = 
Building Cost 2,044,400 61.50 23.50 47.54 Clinic = 
Demonstration aa? 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 727,000 21.90 8.36 16.91 Assembly oz 
Exhibition = 
Electrical 228,500 6.90 2.63 §.31 Food co 
Fed. Sales Tax Rebate 116,900 3.50 1.34 Oy fo) Recreation oe! 
Sub-Total ‘A’ 2,885,000 86.80 33.16 67.09 Supporting 
Data Processing os 
Shops = 
Fees 290,000 8.70 3.33 6.74 Physical Plant bari 
Miscellaneous 60,000 1.80 69 1.40 
Central Utility af 
Sub-Total ‘B’ 350,000 10.50 4.02 8.14 
Total NASF 0.0% 
Furniture 90,600 2.70 1.04 2.11 Non-Assignable 
Equipment _ = = = Custodial 
z Circulation 
Sub-Total ‘C’ 90,600 2.70 1.04 2.11 Mechanical 
Rest Room 
Total Project Cost 3,325,600 100.00 38.23 77.34 Unassignable 


aoa 


Gordon S. Adamson & Associates 


Va) 
No) 
a 
— 
| 
oo 
S 
— 
J 
= 
3 
~Q 
” 
oS 
a 
= 
g 
= 
3 
a0) 
™—~ 
Lv a) 
=) 
- 


150 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: GU045 
BUILDING TYPE: FOOD SERVICES 
PROJECT TYPE: RENOVATION 
UACP CODE: i=2 
SUBMISSION DATE: 06/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


nnn SSS SSS 


CREELMAN HALL — RENOVATIONS 


ACTUAL 


COST 


1,393 
101,891 
103,284 


18,664 


22,068 


163,236 


25,485 
2,178 


27,663 
3,530 


3,530 


194,429 


% OF TOTAL 


COST 


-70 
52.40 
53.10 


USE CATEGORY TYPE: 


ACTUAL 
$/GSF 


05 
3.47 
3.52 


-66 


-66 


ACTUAL 
$/NASF 


SSS 


-08 
5.83 
5.91 


NASF: mall Sal 
GSF: 29,335 
NASF/GSF: -60 


TENDER/ESTIMATE DATE: 06/68 
CONSTRUCTION TIME: 06/68 — 09/68 
MARKET CONDITION: NORMAL 


% OF TOTAL 
USE CATEGORY NASF AREA 
Classroom = 


Special Purpose 
Research aa 
Laboratory = 
Dry Lab 
Wet Lab 


Office —. 
Library rae 
Physical Education = 


Special Use 
Audio Visual — 
Clinic = 
Demonstration ao 


General Use 
Assembly wa 
Exhibition a 
Food = 
Recreation = 


Supporting 
Data Processing > 
Shops ra 
Physical Plant = 


Central Utility rae 
Total NASF 0.0% 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 


Health Buildings 


[52 


PROJECT COST/SPACE RECORD 


PROJECT NAME: HEALTH SERVICES BUILDING 
PROJECT NUMBER: WA026 
BUILDING TYPE: HEALTH SERVICES 
PROJECT TYPE: NEW BUILDING 
UACP CODE: cial 
SUBMISSION DATE: 11/68 
ACTUAL 
COST ELEMENT COST 
Site Develop. (Excl.) 26,957 
Site Develop. (Incl.) 7,000 
Alter’ns & Renova’ns — 
Site Development 33,957 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 

Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 


Building Equipment 6,070 
Cash Allowance 8,450 
Built-in Equipment == 
Architectural 187,943 
Building Cost 202,463 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 71,247 
Electrical 44,124 
Fed. Sales Tax Rebate 12,993 
Sub-Total ‘A’ 338,798 
Fees 19,490 
Miscellaneous 9,745 
Sub-Total ‘B’ 29,235 
Furniture 21,000 
Equipment 10,500 
Sub-Total ‘C’ 31,500 
Total Project Cost 399,533 


—— Eee 


USE CATEGORY TYPE: 


CLINIC 


620 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


2.58 
-67 


3.25 


ACTUAL 
$/NASF 


4.50 
i UY 


5.67 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


5,988 
10,438 
-57 
09/67 
09/67 — 09/68 


% OF TOTAL 
NASF AREA 


100.0 


Law Buildings 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: FACULTY OF LAW BUILDING NASF: 95,137 
PROJECT NUMBER: OT049 USE CATEGORY TYPE: GSF: 150,917 
BUILDING TYPE: LAW LIBRARY NASF/GSF: .63 
PROJECT TYPE: NEW BUILDING CLASSROOM TENDER/ESTIMATE DATE: 08/71 
UACP CODE: 5 400 100 300 CONSTRUCTION TIME: 11/71 — 08/73 
SUBMISSION DATE: 08/71 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 161,180 2.80 1.07 1.69 Classroom 30.3 
Site Develop. (Incl.) 61,800 1.10 -41 -65 
Alter’ns & Renova’ns 9,000 -20 -06 .09 Special Purpose 
Site Development 231,980 4.10 1.54 2.44 Research ak 
Laboratory — 
Indirect & Gen’) Exp 536,100 9.40 3.55 5.64 Dry Lab 
Substructure 196,400 3.40 1.30 2.06 Wet Lab 
Horizontal Elements 931,500 16.30 6.17 9.79 
Exterior Cladding 394,200 6.90 2.61 4.14 Office 28.9 
Int. Vert. Elements 369,200 6.50 2.45 3.88 
Multi-Storey Elements 101,100 1.80 67 1.06 Library 35.5 
Interior Finishes 419,400 7.40 2.78 4.41 
Building Equipment 167,600 2.90 1.11 1.76 Physical Education ae 
Cash Allowance 67,000 1.20 .44 -70 
Built-in Equipment Special Use 
Architectural Audio Visual a 
Building Cost 3,182,500 55.80 21.09 33.45 Clinic —_— 
Demonstration Pa 
Plumbing & Drains 140,000 2.50 93 1.47 
Heat. Vent. & Cond. 676,650 11.90 4.48 7.11 General Use 
Mechanical 816,650 14.30 5.41 8.58 Assembly = 
Exhibition > 
Electrical 536,050 9.40 3.55 5.63 Food = 
Fed. Sales Tax Rebate 138,180 2.40 -92 1.45 Recreation 5.3 
Sub-Total ‘A’ 4,629,000 81.20 30.67 48.66 Supporting 
Data Processing — 
Shops — 
Fees 340,000 6.00 2.25 3.57 Physical Plant — 
Miscellaneous 106,000 1.90 10 1.11 
Central Utility =’ 
Sub-Total ‘B’ 446,000 7.80 2.96 4.69 
Total NASF 100.0 
Furniture 539,000 9.50 3.57 5.67 Non-Assignable 
Equipment 86,000 1.50 AM .90 Custodial 
; Circulation 
Sub-Total ‘C’ 625,000 11.00 4.14 6.57 Mechanical 
Rest Room 
Total Project Cost 5,700,000 100.00 37.77 59.91 Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: LAW SCHOOL — 67 NASF: 54,176 
PROJECT NUMBER: WI1024 USE CATEGORY TYPE: GSF: 85,140 
BUILDING TYPE: LAW LIBRARY NASF/GSF: 64 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 10/68 

UACP CODE: {=e 400 CONSTRUCTION TIME: 11/68 — 12/69 


SUBMISSION DATE: 11/68 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
eee 
Site Develop. (Excl.) Te = = cE: Classroom 18.0 
Site Develop. (Incl.) 8,500 -30 10 16 
Alter’ns & Renova’ns = = = oz Special Purpose 
Site Development 8,500 .30 10 16 Research a7 
Laboratory ae 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 20.4 
Int. Vert. Elements 
Multi-Storey Elements Library 51.3 
Interior Finishes 
Building Equipment 40,082 1.60 -47 -74 Physical Education a 
Cash Allowance 55,550 2.20 65 1.03 
Built-in Equipment 24,230 1.00 28 -45 Special Use 
Architectural 1,356,209 53.90 15.93 25.03 Audio Visual = 
Building Cost 1,476,071 58.70 17.34 27.25 Clinic = 
Demonstration fact 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 394,532 15.70 4.63 7.28 Assembly — 
Exhibition = 
Electrical 217,897 8.70 2.56 4.02 Food = 
Fed. Sales Tax Rebate 83,880 3.30 -99 1.55 Recreation 10.0 
Sub-Total ‘A’ 2,013,120 80.10 23.64 37.16 Supporting 
Data Processing — 
Shops _ 
Fees 140,918 5.60 1.66 2.60 Physical Plant = 
Miscellaneous 60,394 2.40 eit! eG! 
Central Utility a 
Sub-Total ‘B’ 201,312 8.00 2.36 3.72 
Total NASF 100.0 
Furniture 300,000 11.90 3.52 5.54 Non-Assignable 
Equipment > — = = Custodial 
Circulation 
Sub-Total ‘C’ 300,000 11.90 3.52 5.54 Mechanical 
Rest Room 
Total Project Cost 2,514,432 100.00 29.53 46.41 Unassignable 
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PROJECT COST/SPACE RECORD 14/OCT/71 
PROJECT NAME: LAW SCHOOL NASF: 115,602 
PROJECT NUMBER: YOO32 USE CATEGORY TYPE: GSF: 194,872 
BUILDING TYPE: LAW NASF/GSF: .59 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 04/67 
UACP CODE: oh CONSTRUCTION TIME: 04/67 — 05/69 
SUBMISSION DATE: 06/67 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom ia 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research ar) 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 20.7 
Int. Vert. Elements 
Multi-Storey Elements Library 55.2 
Interior Finishes 
Building Equipment Physical Education = 


Cash Allowance 


Built-in Equipment 
Architectural 


Special Use 
Audio Visual 


Building Cost Clinic = 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly = 
Exhibition = 
Electrical Food oa. 
Fed. Sales Tax Rebate 212,158 2.90 1.09 1.84 Recreation 6.8 
Sub-Total ‘A’ 5,303,974 72.70 27.22 45.88 Supporting 
Data Processing = 
Shops = 
Fees 318,238 4.40 1.63 2.75 Physical Plant 
Miscellaneous 159,119 2.20 82 1.38 ib 
Central Utility ee 
Sub-Total ‘B’ 477,357 6.50 2.45 4.13 
Total NASF 100.0 
Furniture 726,000 10.00 3.73 6.28 Non-Assignable 
Equipment 1,000,000 13.70 5.13 8.65 Custodial 
- Circulation 
Sub-Total ‘C’ 1,726,000 23.70 8.86 14.93 Mechanical 


Rest Room 


Total Project Cost 7,295,173 100.00 37.44 63.11 Unassignable 


Law Buildings Additions 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: LAW 
PROJECT TYPE: 
UACP CODE: te 


SUBMISSION DATE: 09/67 


COST ELEMENT 


ADDITION 


LAW BUILDING ADDITION 1966 
PROJECT NUMBER: WEO18 


ACTUAL 
COST 


% OF TOTAL 


COST 


USE CATEGORY TYPE: 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 


GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


21,735 
35,456 
-61 
09/67 
10/67 — 03/69 
NORMAL 


% OF TOTAL 
NASF AREA 


SSS 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’! Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


4,869 


13,554 
18,423 


632,673 
632,673 


262,000 


87,000 
37,085 


963,011 


64,787 
47,004 


111,791 
92,984 
7,249 


100,233 


1,175,035 


-40 


53.80 
53.80 


14 


-38 
52 


29.11 
29.11 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


24.3 


99.9% 


ee 


Lecture Hall Buildings 


It will be noted that there is no percentage space breakdown for the following 
projects: 

LAgeO3 
These projects were begun before the Department of University Affairs was in 
existence—consequently, a facility analysis detail—or space breakdown do not 
exist for them as projects. It is a fact that the OUPRS provides a space use categori- 
zation for the building but it is not possible to interface, with accuracy, the 
building as it exists in 1969 with the project as it existed prior to 1964—conse- 
quently, no space percentage breakdown is provided. 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 
SUBMISSION DATE: 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


LECTURE HALL 
NEW BUILDING 


22/SEP/71 
THEATRE LECTURE HALL THISTLE PROJ NASF: 65,789 
USE CATEGORY TYPE: GSF: 133,609 
CLASSROOM NASF/GSF: 49 
TENDER/ESTIMATE DATE: 02/67 
CONSTRUCTION TIME: 04/67 — 07/69 
MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
pester ee 
225,000 3.70 1.68 3.42 Classroom 57.6 
95,600 1.60 .72 1.45 
= = a i Special Purpose 
320,600 5.30 2.40 4.87 Research 0.9 
Laboratory 11.0 
Dry Lab 
Wet Lab 
Office 5.5 
Library ae 
23,756 .40 18 .36 Physical Education = 
74,214 1.20 56 1.13 
24,868 -40 19 38 Special Use 
3,168,682 52.60 23.72 48.16 AudiosVisual 0.5 
3,291,520 54.70 24.64 50.03 Clinic et 
Demonstration = 
General Use 
806,593 13.40 6.04 12.26 Assembly 9.1 
Exhibition = 
550,849 9.10 4,12 8.37 Food = 
142,337 2.40 1.07 2.16 Recreation 7.8 
4,827,225 80.20 36.13 713.37 Supporting 
Data Processing —_ 
Shops _ 
313,770 5.20 2.35 4.77 Physical Plant 7.8 
Central Utility — 
313,770 5.20 2.35 4.77 
Total NASF 100.0 
480,000 8.00 3.59 7.30 NonsAesieuable 
400,000 6.60 2.99 6.08 Custodial 
- Circulation 
880,000 14.60 6.59 13.38 Mechanical 
Rest Room 
6,020,995 100.00 45.06 91.52 Unassignable 


Total Project Cost 


a 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: CLASSROOM BLDG 65 NASF: 12,943 
PROJECT NUMBER: LA003 USE CATEGORY TYPE: GSF: 22,778 
BUILDING TYPE: LECTURE HALL CLASSROOM NASF/GSF: Bat 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 04/63 
UACP CODE: a2 100 CONSTRUCTION TIME: 07/63 — 09/64 
SUBMISSION DATE: 01/70 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
—_—_—_—_——————————————————————————————————————————— — — — EEE 
Site Develop. (Excl.) — _ _ = Classroom 
Site Develop. (Incl.) 22,429 4.10 -98 1.73 
Alter’ns & Renova’ns _ _ — _— Special Purpose 
Site Development 22,429 4.10 .98 1.73 Research 
Laboratory 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment Physical Education 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 258,611 46.70 11.35 19.98 Audio Visual 
Building Cost 258,611 46.70 11.35 19.98 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 193,705 35.00 8.50 14.97 Assembly 
: Exhibition 
Electrical 64,568 11.70 2.83 4.99 Food 
Fed. Sales Tax Rebate 19,541 3.50 .86 1.51 Recreation 
Sub-Total ‘A’ 519,772 93.90 22.82 40.16 Supporting 
Data Processing 
Shops 
Fees 33,670 6.10 1.48 2.60 Physical Plant 
Miscellaneous — — _— _ 
Central Utility 
Sub-Total ‘B’ 33,670 6.10 1.48 2.60 
Total NASF 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 553,442 100.00 24.30 42.76 Unassignable 


— SSS 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ENGINEERING LECTURE HALL 1965 NASF: 21,196 
PROJECT NUMBER: WAO008 USE CATEGORY TYPE: GSF: 41,349 
BUILDING TYPE: LECTURE HALL CLASSROOM NASF/GSF: 51 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 10/65 
UACP CODE: Tian 100 CONSTRUCTION TIME: 09/64 — 09/65 
SUBMISSION DATE: 10/70 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
ee a Ss! 
Site Develop. (Excl.) = oa oa _ Classroom 96.4 
Site Develop. (Incl.) 35,848 2.20 .87 1.69 
Alter’ns & Renova’ns 3,878 .20 .09 18 Special Purpose 
Site Development 39,726 2.50 -96 1.87 Research — 
Laboratory _— 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office — 
Int. Vert. Elements 
Multi-Storey Elements Library 3.2 
Interior Finishes 
Building Equipment _— = = —_— Physical Education a 
Cash Allowance 43,993 2.80 1.06 2.08 
Built-in Equipment 15,666 1.00 .38 .74 Special Use 
Architectural 1,039,677 65.20 25.14 49.05 Audio Visual = 
Building Cost 1,099,336 68.90 26.59 51.87 Clinic — 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 157,538 9.90 3.81 7.43 Assembly = 
Exhibition = 
Electrical 132,400 8.30 3.20 6.25 Food = 
Fed. Sales Tax Rebate 57,160 3.60 1.38 2.70 Recreation = 
Sub-Total ‘A’ 1,371,840 86.00 33.18 64.72 Supporting 
Data Processing we 
Shops 0.4 
Fees 85,740 5.40 2.07 4.05 Physical Plant a 
Miscellaneous 42,870 2.70 1.04 2.02 
Central Utility —_ 
Sub-Total ‘B’ 128,610 8.10 3.11 6.07 
Total NASF 100.0 
Furniture Non-Assignable 
Equipment Custodial 
= Circulation 
Sub-Total ‘C’ 95,000 6.00 2.30 4.48 ries tee 


Rest Room 


Total Project Cost 1,595,450 100.00 38.58 75.27 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WEO012 
BUILDING TYPE: RECREATION 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 4 
SUBMISSION DATE: 12/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


ALUMNI HALL 65 


740 710 


USE CATEGORY TYPE: 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


45,200 
75,804 
-60 
06/65 
06/65 — 02/67 
BUSY 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Se 
2,095 10 .03 .05 Classroom 18.7 
=" — — — Special Purpose 
2.095 10 .03 .05 Research ce 
Laboratory 0.6 
Dry Lab 
Wet Lab 
Office 19.4 
Library = 
= — = = Physical Education 
13,995 .60 18 31 
i) = J ae Special Use 
1,590,026 69.70 20.98 35.18 Audio Visual _ 
1,604,021 70.30 21.16 35.49 Clinic ~ 
Demonstration az 
General Use 
362,876 15.90 4.79 8.03 Assembly 25.4 
r Exhibition = 
121,741 5.30 1.61 2.69 Food _ Tey 
91,450 4.00 the ji 2.02 Recreation 33.7 
1,999,283 87.60 26.37 44,23 Supporting 
Data Processing = 
Shops = 
128,753 5.60 1.70 2.85 Physical Plant 0.1 
73,787 3.20 97 1.63 
Central Utility = 
202,540 8.90 2.67 4.48 
Total NASF 100.0 
80.517 3.50 1.06 1.78 Non-Assignable 
res 5 4 es Custodial 
Circulation 
80,517 3.50 1.06 1.78 Mechanical 
Rest Room 
2,282,340 100.00 30.11 50.49 Unassignable 


Total Project Cost 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: BURTON AUDITORIUM NASF: 17,413 
PROJECT NUMBER: YOO016 USE CATEGORY TYPE: GSF: 34,853 
BUILDING TYPE: PHYSICAL EDUCATION ASSEMBLY NASF/GSF: 50 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 95/64 
UACP CODE: Te 710 CONSTRUCTION TIME: 08/64 — 06/66 
SUBMISSION DATE: 10/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
a ne ee EEE UU EEE EEE Na ESISI SSE 
Site Develop. (Excl.) Classroom ca 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory = 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 5.9 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment = one = = Physical Education = 
Cash Allowance _ — — = 
Built-in Equipment 21,071 2.20 .60 1.21 Special Use 
Architectural 549,273 57.60 15.76 31.54 Audio Visual a 
Building Cost 570,344 59.90 16.36 32.75 Clinic = 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly 94.1 
Exhibition ae 
Electrical 302,896 31.80 8.69 17.39 Food a 
Fed. Sales Tax Rebate 34,944 3.70 1.00 2.01 Recreation = 
Sub-Total ‘A’ 838,296 88.00 24.05 48.14 Supporting 
Data Processing = 
Shops = 
Fees 52,475 5.50 2-51 3.01 Physical Plant = 
Miscellaneous 2,500 .30 .O7 14 
Central Utility a 
Sub-Total ‘B’ 54,975 5.80 1.58 3.16 
Total NASF 100.0 
Furniture 56,359 5.90 1.62 3.24 Non-Assignable 
Equipment 3,151 .30 .09 18 Custodial 
: Circulation 
Sub-Total ‘C’ 59,510 6.20 alae fal 3,42 Mechanical 


Rest Room 


Total Project Cost 952,781 100.00 27.34 54.72 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: STEDMAN LECTURE HALL NO. 1 1966 NASF: 16,773 
PROJECT NUMBER: YOO21 USE CATEGORY TYPE: GSF: 32,954 
BUILDING TYPE: LECTURE HALL CLASSROOM NASF/GSF: 51 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 08/64 
UACP CODE: US) 100 610 CONSTRUCTION TIME: 02/65 — 12/66 
SUBMISSION DATE: 10/70 : MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom T4.9 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory = 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 1.6 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 8,271 -40 .25 49 Physical Education = 
Cash Allowance 13,726 -70 -42 -82 
Built-in Equipment = = = — Special Use 
Architectural 516,329 27.50 15.67 30.78 Audio Visual 14.7 
Building Cost 538,326 28.70 16.34 32.09 Clinic — 
Demonstration — 


Plumbing & Drains 


Heat. Vent. & Cond. General Use 
Mechanical 191,960 10.20 5.83 11.44 Assembly 8.6 
: Exhibition = 
Electrical 906,348 48.30 27.50 54.04 Food 0.2 
Fed. Sales Tax Rebate 64,979 3.50 1.97 3.87 Recreation — 
Sub-Total ‘A’ 1,571,655 83.80 47.69 93.70 Supporting 
Data Processing = 
Shops = 
Fees 97,519 5.20 2.96 5.81 Physical Plant — 
Miscellaneous — — — = 


Central Utility — 


Sub-Total ‘B’ 97,519 5.20 2.96 5.81 
Total NASF 100.0 
Furniture 74.094 3.90 2.25 4.42 Non-Assignable 
Equipment 133,200 7.10 4.04 7.94 Custodial 
Circulation 
Sub-Total ‘C’ 207,294 11.00 6.29 12.36 Mechanical 


Rest Room 


Total Project Cost 1,876,468 100.00 56.94 111.87 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: LECTURE HALL UNIT NO. 2 NASF: 48,247 
PROJECT NUMBER: YO042 USE CATEGORY TYPE: GSF: 112,582 
BUILDING TYPE: LECTURE HALL CLASSROOM NASF/GSF: 43 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 12/68 


UACP CODE: 7-1 100 CONSTRUCTION TIME: 01/69 — 03/71 
SUBMISSION DATE: 10/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 97.5 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research ore 
Laboratory Fal 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 2.5 
Int. Vert. Elements 
Multi-Storey Elements Library va 
Interior Finishes 
Building Equipment — — — = Physical Education = 
Cash Allowance 49,000 1.20 44 1.02 
Built-in Equipment — _ — == Special Use 
Architectural 2,120,007 50.00 18.83 43.94 Audio Visual — 
Building Cost 2,169,007 51.20 19.27 44.96 Clinic = 
Demonstration =: 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 658,300 15.50 5.85 13.64 Assembly a 
Exhibition —_ 
Electrical 224,158 5.30 1.99 4.65 Food = 
Fed. Sales Tax Rebate Recreation _ 
Sub-Total ‘A’ 3,051,465 72.00 27.10 63.25 Supporting 
Data Processing —_ 
Shops = 
Fees 189,645 4.50 1.68 3.93 Physical Plant = 
Miscellaneous 132,530 3.10 a ica ifs} 2.75 
Central Utility — 
Sub-Total ‘B’ 322,175 7.60 2.86 6.68 
Total NASF 100.0 
Furniture 296,000 7.00 2.63 6.14 Non-Assignable 
Equipment 570,000 13.40 5.06 11.81 Custodial 
‘ Circulation 
Sub-Total ‘C’ 866,000 20.40 7.69 17.95 Mechanical 
Rest Room 
Total Project Cost 4,239,640 100.00 37.66 87.87 Unassignable 


Lecture Hall Buildings Additions 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: CAO11 
BUILDING TYPE: LECTURE HALL 
PROJECT TYPE: ADDITION 
UACP CODE: i=2 
SUBMISSION DATE: 11/68 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = = = a Classroom 100.0 
Site Develop. (Incl.) 2,530 .50 aula! 18 
Alter’ns & Renova’ns 2,100 -40 .09 15 Special Purpose 
Site Development 4,630 -80 21 -33 Research = 
Laboratory = 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office - 
Int. Vert. Elements 
Multi-Storey Elements Library me 
Interior Finishes 
Building Equipment Physical Education — 
Cash Allowance 6,500 1.20 29 46 
Built-in Equipment = = = => Special Use 
Architectural 330,114 59.20 14.72 23.23 Audio Visual =e 
Building Cost 336,614 60.40 15.01 23.69 Clinic = 
Demonstration il 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 105,079 18.90 4.68 7.40 Assembly _ 
Exhibition See 
Electrical 39,672 7.10 the hg 2.79 Food oa 
Fed. Sales Tax Rebate 20,109 3.60 -90 1.42 Recreation = 
Sub-Total ‘A’ 465,886 83.60 20.77 32.79 Supporting 
Data Processing my 
Shops ra 
Fees 29,766 5.30 1.33 2.10 Physical Plant - 
Miscellaneous 4,237 80 sis) .30 
Central Utility a 
Sub-Total ‘B’ 34,003 6.10 1.52 2.39 
Total NASF 100.0% 
Furniture 17,458 3.10 .78 123 Non-Assignable 
Equipment 40,000 7.20 1.78 2.82 Custodial 
7 Circulation 
Sub-Total ‘C’ 57,458 10.30 2.56 4.04 Mechanical 
Rest Room 
Total Project Cost 557,347 100.00 24.85 39.23 Unassignable 


SOUTHAM HALL ADDITION 1965 


USE CATEGORY TYPE: 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


14,208 


22,432 
-63 


08/66 — 10/67 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 
SUBMISSION DATE: 


CENTRAL PLAZA 67 
YOO35 

LECTURE HALL 
ADDITION 

Cia 

11/67 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


141,100 


3,528,000 


211,700 
105,900 


317,600 
344,000 
98,000 


442,000 


4,146,500 


USE CATEGORY TYPE: 


% OF TOTAL ACTUAL 

COST $/GSF 
3.30 vei lal 
96.70 32.48 
4.90 1.66 
2.50 83 
7.40 2.49 
8.00 2.69 
2.30 Y/ 
10.30 3.46 
100.00 33.59 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


62,275 
127,650 
49 
11/67 
12/67 — 09/69 


% OF TOTAL 
NASF AREA 


0.0% 
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Lecture Hall Buildings Alterations 


ee 


PROJECT COST/SPACE RECORD 


PROJECT NAME: THISTLE COMPLEX ELEVATOR INSTALLATION 
PROJECT NUMBER: BRO27 

BUILDING TYPE: LECTURE HALL 

PROJECT TYPE: ALTERATION 

UACP CODE: fet) 


SUBMISSION DATE: 02/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int, Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


63,144 


USE CATEGORY TYPE: 


% OF TOTAL 


COST 


100.00 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 02/71 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


% OF TOTAL 
NASF AREA 
Wt a ee Se ee EE ee ee ee eee eee 


0.0% 
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Webb Zerafa Menkes Housden, Archite« 


sic cadaaniaaamamaadiammaamimenaaicemieumnnn amma ee cee 


Wie, 


esses, 


WA 17 / Mathematics & Computer Building — 1965 


Library Buildings 


It will be noted that there is no percentage space breakdown for the following 


projects: 
LA 01 
WA 02 


These projects were begun before the Department of University Affairs was in 
existence—consequently, a facility analysis detail—or space breakdown do not 

exist for them as projects. It is a fact that the OUPRS provides a space use categori- 
zation for the building but it is not possible to interface, with accuracy, the 
building as it exists in 1969 with the project as it existed prior to 1964—conse- 
quently, no space percentage breakdown is provided. 
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snes? 


2 
i 
& 


TR 12 / Library — 1966 R. J. Thom, Architec 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: LIBRARY—65 BROCK TOWER NASF: 114,214 
PROJECT NUMBER: BROO1 USE CATEGORY TYPE: GSF: 200,540 
BUILDING TYPE: LIBRARY LIBRARY NASF/GSF: 57 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 05/65 
UACP CODE: t=2 400 300 CONSTRUCTION TIME: 06/65 — 08/67 
SUBMISSION DATE: 07/69 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
en 
Site Develop. (Excl.) a = — = Classroom 13.5 
Site Develop. (Incl.) 6,000 10 .03 .05 
Alter’ns & Renova’ns = — — 2 Special Purpose 
Site Development 6,000 10 .03 05 Research a 
Laboratory oS 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 29.5 
Int. Vert. Elements 
Multi-Storey Elements Library 36.4 
Interior Finishes 
Building Equipment 78,000 1.40 .39 .68 Physical Education = 
Cash Allowance 108,000 1.90 .b4 .95 
Built-in Equipment = os = — Special Use 
Architectural 3,043,548 53.50 15.18 26.65 Audio Visual = 
Building Cost 3,229,548 56.70 16.10 28.28 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 980,308 17.20 4.89 8.58 Assembly 1.6 
Exhibition ae 
Electrical 375,432 6.60 1.87 3.29 Food se 
Fed. Sales Tax Rebate 137,739 2.40 69 Pail Recreation ei 
Sub-Total ‘A’ 4,453,549 78.20 22.21 38.99 Supporting 
Data Processing 4.4 
Shops — 
Fees 289,481 5.10 1.44 2.53 Physical Plant 2.2 
Miscellaneous 2 = = cs 
Central Utility a 
Sub-Total ‘B’ 289,481 5.10 1.44 2.53 
Total NASF 100.0 
Furniture 650,000 11.40 3.24 5.69 Non-Assignable 
Equipment 300,000 5.30 1.50 2.63 Custodial 
Circulation 
Sub-Total ‘C’ 950,000 16.70 4.74 8.32 Mechanical 
Rest Room 
Total Project Cost 5,693,030 100.00 28.39 49.85 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: NEW LIBRARY — 66 
PROJECT NUMBER: GU006 

BUILDING TYPE: LIBRARY 

PROJECT TYPE: NEW BUILDING 
UACP CODE: Ler? 

SUBMISSION DATE: 04/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’1 Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


—_----————————————— ee 


ACTUAL 
COST 


17,227 
137,643 


154,870 


230,437 
72,865 
765 
3,951,888 
4,255,955 


1,595,275 


713,584 
294,908 


6,424,776 


497,630 
108 525 


606,155 
1,223,717 
65,310 


1,289,027 


8,319,958 


USE CATEGORY TYPE: 


LIBRARY 


400 


% OF TOTAL 
COST 


-20 
1.70 


1.90 


ACTUAL 
$/GSF 


-06 
51 


-58 


ACTUAL 
$/NASF 


11 
.89 


1.00 


22/SEP/71 

NASF: 155,211 
GSF: 267,697 
NASF/GSF: -58 


TENDER/ESTIMATE DATE: 08/66 
CONSTRUCTION TIME: 09/66 — 07/68 
MARKET CONDITION: NORMAL 


% OF TOTAL 
USE CATEGORY NASF AREA 
Classroom re 


Special Purpose 
Research = 
Laboratory 
Dry Lab 
Wet Lab 


Office 15.9 
Library 81.5 
Physical Education _ 


Special Use 
Audio Visual 0.8 
Clinic as 
Demonstration a 


General Use 
Assembly _ 
Exhibition _ 
Food 0. 
Recreation 0 


Supporting 
Data Processing 0.8 
Shops — 
Physical Plant a 


Central Utility = 
Total NASF 100.0 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: LIBRARY — 65 
PROJECT NUMBER: LAOO1 
BUILDING TYPE: LIBRARY 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 1-2 
SUBMISSION DATE: 06/68 


COST ELEMENT 


USE CATEGORY TYPE: 


22/SEP/71 

NASF: 55,900 
GSF: 99,171 
NASF/GSF: 56 


TENDER/ESTIMATE DATE: 07/63 
CONSTRUCTION TIME: 05/63 — 12/64 
MARKET CONDITION: 


% OF TOTAL 


USE CATEGORY NASF AREA 


e———@«uo—eee_e_e_e_eeeeeeooeoo 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


LIBRARY 
400 
ACTUAL % OF TOTAL ACTUAL ACTUAL 
COST COST $/GSF $/NASF 
192,768 6.20 1.94 3.45 
192,768 6.20 1.94 3.45 
146,051 4.70 1.47 2.61 
2,621,192 83.70 26.43 46.89 
114,568 3.70 1.16 2.05 
2,699,392 86.20 27.22 48.29 
165,256 5.30 1.67 2.96 
8,980 .30 .09 16 
174,236 5.60 1.76 3.12 
207,113 6.60 2.09 3.71 
52,072 1.70 53 .93 
259,185 8.30 2.61 4.64 
3,132,813 100.00 31.59 56.04 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: LIBRARY TOWER BUILDING 1966 


PROJECT NUMBER: LAO06 


BUILDING TYPE: LIBRARY 
NEW BUILDING 


PROJECT TYPE: 
UACP CODE: Yea 
SUBMISSION DATE: 06/68 


400 300 


USE CATEGORY TYPE: 
LIBRARY 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


50,990 
77,882 
-65 
01/67 
03/67 — 12/68 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 8.2 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research al 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 36.9 
Int. Vert. Elements 
Multi-Storey Elements Library 53.2 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 26,000 1.00 33 -51 
Built-in Equipment — o> = a Special Use 
Architectural Audio Visual <= 
Building Cost 2,366,500 89.40 30.39 46.41 Clinic = 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly Gal 
Exhibition — 
Electrical ae a = i Food = 
Fed. Sales Tax Rebate 95,120 3.60 1.22 1.87 Recreation = 
Sub-Total ‘A’ 2,271,380 85.80 29.16 44.55 Supporting 
Data Processing 1.7 
Shops ih, 
Fees 179,907 6.80 2.31 3.53 Physical Plant oa 
Miscellaneous 45,613 1.70 -59 .89 
Central Utility = 
Sub-Total ‘B’ 225,520 8.50 2.90 4.42 
Total NASF 100.0 
Furniture 150,000 5.70 1.93 2.94 Non-Assignable 
Equipment = = = = Custodial 
p Circulation 
Sub-Total ‘C’ 150,000 5.70 1.93 2.94 Mechanical 
Rest Room 
Total Project Cost 2,646,900 100.00 33.99 51.91 Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: CENTRAL LIBRARY 1967 NASF: 174,342 
PROJECT NUMBER: OTO0O13 USE CATEGORY TYPE: GSF: 269,572 
BUILDING TYPE: LIBRARY LIBRARY NASF/GSF: -65 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 04/70 
UACP CODE: 4 | 400 CONSTRUCTION TIME: 05/70—08/71 
SUBMISSION DATE: 05/70 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 115,000 1.20 43 .66 Classroom 0.5 
Site Develop. (Incl.) 140,680 1.40 52 81 
Alter’ns & Renova’ns —-) — =, = Special Purpose 
Site Development 255,680 2.60 -95 1.47 Research 0.3 
Laboratory == 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 1b 
Int. Vert. Elements 
Multi-Storey Elements Library 75.2 
Interior Finishes 
Building Equipment 74,085 -80 27 -42 Physical Education = 
Cash Allowance 551,000 5.70 2.04 3.16 
Built-in Equipment 1,900 -O1 -O1 Special Use 
Architectural 4,094,885 42.10 15.19 23.49 Audio Visual 0.5 
Building Cost 4,721,870 48.50 17.52 27.08 Clinic — 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,009,000 10.40 3.74 5.79 Assembly — 
Exhibition = 
Electrical 856,450 8.80 3.18 4.91 Food a 
Fed. Sales Tax Rebate 283,650 2.90 1.05 1.63 Recreation 0.9 
Sub-Total ‘A’ 6,559,350 67.40 24.33 37.62 Supporting 
Data Processing = 
Shops 11.1 
Fees 501,900 5.20 1.86 2.88 Physical Plant mg 
Miscellaneous 154,000 1.60 -57 88 
Central Utility ae 
Sub-Total ‘B’ 655,900 6.70 2.43 3.76 
Total NASF 100.0 
Furniture 1,000,000 10.30 3.71 5.74 Non-Assignable 
Equipment 1,512,000 15.50 5.61 8.67 Custodial 
Circulation 
Sub-Total ‘C’ 2,512,000 25.80 9.32 14.41 Mechanical 
Rest Room 
Total Project Cost 9,727,250 100.00 36.08 55.79 Unassignable 


———————— ne 


1 


7 


9 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: HUMANITIES AND SOCIAL SCIENCE LIBRARY 


PROJECT NUMBER: TO026 


BUILDING TYPE: LIBRARY 
NEW BUILDING 


PROJECT TYPE: 
UACP CODE: A 
SUBMISSION DATE: 10/68 


COST ELEMENT 


ACTUAL 
COST 


400 


% OF TOTAL 


COST 


USE CATEGORY TYPE: 
LIBRARY 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


682,605 
1,035,928 
-66 
09/68 
12/68 — 12/72 
BUSY 


% OF TOTAL 
NASF AREA 


a 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


112,000 
200,000 


312,000 


175,047 
1,710,000 
38,515 
22,904,751 
24,828,313 


6,331,660 


3,878,412 
1,409,535 


33,940,850 


3,745,057 

635,640 
4,380,697 
2,631,000 
1,043,952 


3,674,952 


41,996,499 


-11 
ot) 


.30 


16 
-29 


-46 


61.52 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


1.5 


86.5 


100.0 


181 


PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: LIBRARY & LECTURE THEATRE BLOCK NASF: 180,000 
PROJECT NUMBER: ERO13 USE CATEGORY TYPE: GSF: 297,000 
BUILDING TYPE: LIBRARY LIBRARY NASF/GSF: 61 
PROJECT TYPE: 


NEW BUILDING OFFICE 


UACP CODE: a 
SUBMISSION DATE: 06/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


10,000 


10,000 


215,000 
168,000 
38,000 
4,496,484 
4,917,484 


2,026,000 


703,900 
229,722 


7,427,662 


740,380 


740,380 
846,740 
100,000 


946,740 


9,114,782 


400 300 


% OF TOTAL ACTUAL ACTUAL 
COST $/GSF $/NASF 


TENDER/ESTIMATE DATE: 06/71 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


08/71 — 08/73 
SLACK 


% OF TOTAL 
NASF AREA 


11.6 


182 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: LIBRARY & UNIVERSITY COURT 1966 NASF: 98,189 
PROJECT NUMBER: TRO12 USE CATEGORY TYPE: GSF: 139,786 
BUILDING TYPE: LIBRARY OFFICE NASF/GSF: .70 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 07/67 
UACP CODE: 2 300 CONSTRUCTION TIME: 07/67 — 02/69 
SUBMISSION DATE: 02/70 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 20,000 .40 14 .20 Classroom 0.3 
Site Develop. (Incl.) 88,180 1.90 .63 .90 
Alter’ns & Renova’ns =a — — = Special Purpose 
Site Development 108,180 2.30 ater 1.10 Research ra 
Laboratory 2.5 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 7.4 
Int. Vert. Elements 
Multi-Storey Elements Library 76.7 
Interior Finishes 
Building Equipment Physical Education oad 
Cash Allowance 36,348 -80 .26 37 
Built-in Equipment a = = = Special Use 
Architectural 2,355,713 51.10 16.85 23.99 Audio Visual 3.5 
Building Cost 2,392,061 51.90 a Ny fe bel 24.36 Clinic 0.1 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 119,225 15.60 5.15 1.32 Assembly 1,2 
Exhibition a 
Electrical 398,076 8.60 2.85 4.05 Food 0.1 
Fed. Sales Tax Rebate 107,926 2.30 Stith 1.10 Recreation 1.7 
Sub-Total ‘A’ 3,509,616 76.10 25.11 35.74 Supporting 
Data Processing — 
Shops — 
Fees 213,793 4.60 1.53 2.18 Physical Plant 6.4 
Miscellaneous 451,719 9.80 3.23 4.60 
Central Utility aed 
Sub-Total ‘B’ 665,512 14.40 4.76 6.78 
' Total NASF 100.0 
Furniture 292.397 6.30 2.09 2.98 Non-Assignable 
Equipment 145,975 3.20 1.04 1.49 Custodial 
- Circulation 
Sub-Total ‘C’ 438,372 9.50 3.14 4.46 Mechanical 


Rest Room 


Total Project Cost 4,613,500 100.00 33.00 46.99 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 


ARTS LIBRARY STAGE 1 1965 
WA002 

LIBRARY 

NEW BUILDING 


UACP CODE: (=? 
SUBMISSION DATE: 06/68 


ACTUAL 
COST ELEMENT COST 


Site Develop. (Excl.) = 

Site Develop. (Incl.) 10,626 

Alter’ns & Renova’ns — 
Site Development 10,626 


Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 3,581 

Cash Allowance ra 

Built-in Equipment ros 

Architectural 994,400 
Building Cost 997,981 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 294,481 


Electrical 253,441 


Fed. Sales Tax Rebate 46,162: 


Sub-Total ‘A’ 1,510,367 


Fees 95,345 
Miscellaneous 25,503 


Sub-Total ‘B’ 120,848 


126,000 
705,000 


Furniture 
Equipment 


Sub-Total ‘C’ 831,000 


Total Project Cost 2,462,215 


USE CATEGORY TYPE: 
LIBRARY 


400 


% OF TOTAL ACTUAL 
COST $/GSF 


ACTUAL 
$/NASF 


14 


14 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


56,090 
75,750 
-74 
10/63 
11/63 — 01/66 


% OF TOTAL 
NASF AREA 


183 


184 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 


NEW MAIN LIBRARY 66 
WEO020 

LIBRARY 

NEW BUILDING 


UACP CODE: 71 
SUBMISSION DATE: 09/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


1,134,000 


588,900 


5,974,713 


403,500 
87,574 
491,074 
700,613 
60,000 


760,613 


7,226,400 


USE CATEGORY TYPE: 


LIBRARY 


400 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


156,015 
237,093 
-66 
09/68 
10/68 — 10/70 
NORMAL 


% OF TOTAL 
NASF AREA 


98.2 


100.0 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: YOO11 


BUILDING TYPE: LIBRARY 
PROJECT TYPE: NEW BUILDING 
UACP CODE: t="? 


SUBMISSION DATE: 01/68 


COST ELEMENT 


Site Develop. (Excl.) 
Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 


Fees 
Miscellaneous 


Sub-Total ‘B’ 


Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 


SCIENCE LIBRARY — 65 STEACIE 


COST 


24,800 
18,894 


1,075,180 
1,118,874 


229,410 


150,482 
65,607 


1,433,159 


96,920 


96,920 


1,102,972 
145,500 


1,248,472 


2,778,551 


USE CATEGORY TYPE: 


LIBRARY 


400 300 


% OF TOTAL 


COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


62,835 
87,130 
72 
01/64 
03/64 — 09/65 


% OF TOTAL 
NASF AREA 


0.1 


eee 


186 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: YO036 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: teal 
SUBMISSION DATE: 05/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’1 Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


LIBRARY 
NEW BUILDING 


CENTRAL LIBRARY PHASE 1—67 


ACTUAL 
COST 


87,000 


87,000 


52,000 
130,000 
40,000 
4,945,887 
5,167,887 


959,313 


680,431 
275,785 


6,618,846 


448,151 
206,839 


654,990 
1,216,100 
357,000 


1,573,100 


8,846,936 


USE CATEGORY TYPE: 
LIBRARY 


400 


% OF TOTAL ACTUAL 
COST $/GSF 
1.00 .33 
1.00 .33 
-60 20 
1.50 49 
-50 15 
55.90 18.64 
58.40 19.48 
10.80 3.62 
7.70 2.56 
3.10 1.04 
74.80 24,95 
5.10 1.69 
2.30 78 
7.40 2.47 
13.70 4.58 
4.00 1.35 
17.80 5.93 
100.00 33.35 


ACTUAL 
$/NASF 


. 22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


177,325 
265,297 
67 
05/68 
05/68 — 05/70 
NORMAL 


% OF TOTAL 
NASF AREA 


1.0 


100.0 


a R 


Library Buildings Additions 


188 


PROJECT COST/SPACE RECORD 


PROJECT NAME: LIBRARY CAFETERIA ADDN. SCI. 2 NASF: 23,250 
PROJECT NUMBER: LA012 USE CATEGORY TYPE: GSF: 32,122 
BUILDING TYPE: LIBRARY NASF/GSF: athe 
PROJECT TYPE: ADDITION 


TENDER/ESTIMATE DATE: 08/68 


UACP CODE: i—? 
SUBMISSION DATE: 08/68 


CONSTRUCTION TIME: 


09/68 — 06/69 


MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 9.7 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory sae 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 9.0 
Int. Vert. Elements 
Multi-Storey Elements Library 11.7 
Interior Finishes 
Building Equipment 66,447 6.00 2.07 2.86 Physical Education i 
Cash Allowance 9,000 80 28 39 
Built-in Equipment — a = = Special Use 
Architectural 683,952 61.70 21.29 29.42 Audio Visual aa 
Building Cost 759,399 68.50 23.64 32.66 Clinic a 
Demonstration ar 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 189,200 17.10 5.89 8.14 Assembly aa 
Exhibition a 
Electrical 101,082 9.10 3.15 4.35 Food 69.4 
Fed. Sales Tax Rebate 41,987 3.80 1.31 1.81 Recreation s 
Sub-Total ‘A’ 1,007,694 90.90 31.37 43.34 Supporting 
Data Processing o*. 
Shops te 
Fees 70,538 6.40 2.20 3.03 Physical Plant == 
Miscellaneous 30,231 2.70 94 1.30 
Central Utility Yt 
Sub-Total ‘B’ 100.769 9.10 3.14 4.33 
Total NASF 99.8% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Froject Cost 1,108,463 100.00 34.51 47.68 Unassignable 


EEE 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: MC421 
BUILDING TYPE: LIBRARY 
PROJECT TYPE: ADDITION 
UACP CODE: f= 
SUBMISSION DATE: 05/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


MILLS LIBRARY ADDITION 


ACTUAL 
COST 


5,000 
600 


5,600 


60,811 
43,580 


744,053 
848,444 


146,730 


93,360 


1,094,134 


82,269 
16,201 


98,470 
17,700 
290,000 


307,700 


1,500,304 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


-30 


-40 


ACTUAL 
$/GSF 


bd 
-01 


13 


ACTUAL 
$/NASF 


16 
02 


18 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 04/68 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


30,400 
44,454 
-68 


08/68 — 01/70 
SLACK 


% OF TOTAL 
NASF AREA 


0.0% 


189 


190 


PROJECT COST/SPACE RECORD 


PROJECT NAME: LIBRARY ADDITION—65 NASF: 57,942 
PROJECT NUMBER: QU002 USE CATEGORY TYPE: GSF: 84,350 
BUILDING TYPE: LIBRARY NASF/GSF: -69 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 10/63 
UACP CODE: i—2 CONSTRUCTION TIME: 11/63 — 04/65 
SUBMISSION DATE: 10/67 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Cee ee eee ee eeeeeeeeeeeeeeeeeeeeeeEeEeEeEeEeEeEeEeEeEeEeEeeeEee—eeEeEeeeEeEeEeEeEeEeEeEemR———eEeEeEeEe———e——eEE TH SS SS 
Site Develop. (Excl.) 16,985 -80 -20 -29 Classroom <= 
Site Develop. (Incl.) a a Ted — 
Alter’ns & Renova’ns a ag a = Special Purpose 
Site Development 16,985 -80 -20 -29 Research — 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 28.1 
Int. Vert. Elements 
Multi-Storey Elements Library 68.7 
Interior Finishes 
Building Equipment 283,114 13.70 3.36 4.89 Physical Education a 
Cash Allowance 43,450 2.10 -52 75 
Built-in Equipment = — a ae Special Use 
Architectural 690,853 33.50 8.19 11.92 Audio Visual = 
Building Cost 1,017,417 49.40 12.06 17.56 Clinic al 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 263,720 12.80 3.13 4.55 Assembly = 
Exhibition = 
Electrical 327,052 15.90 3.88 5.64 Food few I 
Fed. Sales Tax Rebate ma TZ ae ra Recreation a 
Sub-Total ‘A’ 1,625,174 78.90 19.27 28.05 Supporting 
Data Processing a 
Shops > 
Fees 155,732 7.60 1.85 2.69 Physical Plant 1.0 


Miscellaneous _ — = = 
Central Utility ae 


Sub-Total ‘B’ 155,732 7.60 1.85 2.69 
Total NASF 99.8% 
Furniture 130,000 6.30 1.54 2.24 Non-Assignable 
Equipment 150,000 7.30 1.78 2.59 Custodial 
: Circulation 
Sub-Total ‘C’ 280,000 13.60 3.32 4.83 Mechanical 
Rest Room 
Total Project Cost 2,060,906 100.00 24.43 35.57 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: ARTS LIBRARY — STAGE 2 


PROJECT NUMBER: WAOO03 
BUILDING TYPE: LIBRARY 
PROJECT TYPE: ADDITION 
UACP CODE: Tail 


SUBMISSION DATE: 10/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

‘Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


USE CATEGORY TYPE: 


ACTUAL % OF TOTAL 


COST COST 


104,894 10.20 
549,457 53.70 
654,351 63.90 
187,292 18.30 
77,214 7.50 
27,566 2.70 
891,291 87.00 
55,131 5.40 
27,566 2.70 
82,697 8.10 
50,000 4.90 
50,000 4.90 
1,023,988 100.00 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 06/65 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


30,216 
42,430 
efi 


11/63 — 10/65 


% OF TOTAL 
NASF AREA 


—_—_——_::.—m— en k — eee ::::-—_OONNNS<S=c 


3.8 


95.1 


100.0% 


191 


192 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WA0O59 
BUILDING TYPE: LIBRARY 
PROJECT TYPE: ADDITION 
UACP CODE: 7-1 
SUBMISSION DATE: 07/69 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


3 FLOOR ADD’N TO ARTS LIB 


ACTUAL 


COST 


4,855 
8,840 
13,695 


2,000 
27,700 


719,825 
749,525 


142,917 


97,760 
29,706 


974,191 


68,193 
29,226 


97,419 
97,419 


97,419 


1,169,029 


% OF TOTAL 


COST 


100.00 


USE CATEGORY TYPE: 


ACTUAL 
$/GSF 


30.52 


ACTUAL 
$/NASF 


41.75 


NASF: 27,999 
GSF: 38,300 
NASF/GSF: -73 


TENDER/ESTIMATE DATE: 07/69 
CONSTRUCTION TIME: 08/69 — 05/70 
MARKET CONDITION: NORMAL 


% OF TOTAL 
USE CATEGORY NASF AREA 
Classroom a 


Special Purpose 
Research = 
Laboratory = 
Dry Lab 
Wet Lab 


Office = 
Library 100.0 
Physical Education — 


Special Use 
Audio Visual = 
Clinic 3 
Demonstration oe 


General Use 
Assembly = 
Exhibition = 
Food “5 
Recreation = 


Supporting 
Data Processing aa 
Shops — 
Physical Plant a 


Central Utility sl 
Total NASF 100.0% 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: (i! 


SUBMISSION DATE: 09/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


LIBRARY EXTENSION 
PROJECT NUMBER: WI033 

LIBRARY 

ADDITION 


ACTUAL 
COST 


51,200 
120,000 
171,200 


25,000 
72,000 


2,697,718 
2,794,718 


1,092,000 


732,082 
158,000 


4,632,000 
335,300 
138,960 
474,260 
400,000 
200,000 


600,000 


5,706,260 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


-90 
2.10 
3.00 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


-50 
1.18 
1.69 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


193 
iB 


PROJECT COST/SPACE RECORD 


101,500 
153,794 
-66 
09/69 
11/69 — 02/71 
BUSY 


% OF TOTAL 
NASF AREA 


100.0% 


Library Buildings Alterations 


195 
|S eT 4) 


PROJECT COST/SPACE RECORD 


PROJECT NAME: LIBRARY ALTERATIONS NASF: 21,075 
PROJECT NUMBER: CA0O60 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: LIBRARY NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 11/70 

UACP CODE: 71 CONSTRUCTION TIME: 12/70 — 03/71 


SUBMISSION DATE: 12/70 


MARKET CONDITION: 


SLACK 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom — 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 5.2 
Int. Vert. Elements 
Multi-Storey Elements Library 84.4 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 14,019 5.00 = -67 
Built-in Equipment = = ae aa Special Use 
Architectural 119,669 42.70 = 5.68 Audio Visual = 
Building Cost 133,688 47.70 = 6.34 Clinic — 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 47,000 16.80 == 2.23 Assembly => 
: Exhibition 7a 
Electrical 7,400 2.60 - .35 Food 10.4 
Fed. Sales Tax Rebate — _ —_ — Recreation = 
Sub-Total ‘A’ 188,088 67.10 = 8.92 Supporting 
Data Processing a 
Shops _ 
Fees 18,809 6.70 = -89 Physical Plant — 
Miscellaneous 5,643 2.00 = -27 
Central Utility = 
Sub-Total ‘B’ 24,452 8.70 — 1.16 
Total NASF 100.0% 
Furniture 19,900 7.10 <= 94 Non-Assignable 
Equipment 47,950 17.10 = 2.28 Custodial 
Circulation 
Sub-Total ‘C’ 67,850 24.20 = 3.22 Mechanical 
Rest Room 
Total Project Cost 280,390 100.00 — 13.30 Unassignable 


———— eee 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: DOUGLAS LIBRARY AIR CONDITIONING NASF: 11,705 
PROJECT NUMBER: QUO078 USE CATEGORY TYPE: GSF: 17,557 
BUILDING TYPE: LIBRARY NASF/GSF: .67 
PROJECT TYPE: AL TER ETON TENDER/ESTIMATE DATE: 07/69 
UACP CODE: 7-2 CONSTRUCTION TIME: 09/69 — 12/69 
SUBMISSION DATE: 03/70 MARKET CONDITION: NORMAL 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
a eee eee ee eee eee ee nee eee eee ne eee eee ee ee eee ne ee ——————————— 

Site Develop. (Excl.) = = = —_— Classroom = 


Site Develop. (Incl.) — — — ee 


Alter’ns & Renova’ns 9,600 16.10 .55 82 Special Purpose 
Site Development 9,600 16.10 -55 .82 Research = 
Laboratory ee 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office aa 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education an 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual ere 
Building Cost Clinic ae 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 40,582 68.10 2.31 3.47 Assembly = 
Exhibition = 
Electrical 4,400 7.40 .25 38 Food a 
Fed. Sales Tax Rebate — _ _ _ Recreation al 
Sub-Total ‘A’ 54,582 91.60 Seika 4.66 Supporting 
Data Processing ran 
Shops “i. 
Fees 5,013 8.40 .29 43 Physical Plant ae 
Miscellaneous —_ — — _ 
Central Utility Le 
Sub-Total ‘B’ 5,013 8.40 -29 -43 
Total NASF 0.0% 
Furniture Non-Assignable 
Equipment Custodial 
5 Circulation 
Sub-Total ‘C’ Mechanical 


Rest Room 


Total Project Cost 59,595 100.00 3.39 5.09 Unassignable 


| ini 


PROJECT COST/SPACE RECORD 


PROJECT NAME: ARTS LIBRARY — ALTERATIONS NASF: 

PROJECT NUMBER: WAO072 USE CATEGORY TYPE: GSF: 4,850 
BUILDING TYPE: LIBRARY NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 01/70 


UACP CODE: ial 
SUBMISSION DATE: 01/71 


CONSTRUCTION TIME: 
MARKET CONDITION: 


09/70 — 11/70 
NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research — 
Laboratory = 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library es 
Interior Finishes 
Building Equipment 565 1.40 12 Physical Education = 
Cash Allowance 3,000 7.70 62 
Built-in Equipment oe _ _ Special Use 
Architectural 17,992 46.00 3.71 Audio Visual = 
Building Cost 21,557 55.10 4.44 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 770 2.00 16 Assembly a 
Exhibition = 
Electrical 2,576 6.60 -53 Food == 
Fed. Sales Tax Rebate sae = = Recreation — 
Sub-Total ‘A’ 24,903 63.60 5.13 Supporting 
Data Processing = 
Shops pa 
Fees 2,490 6.40 -51 Physical Plant a 
Miscellaneous TAT 1.90 -15 
Central Utility a 
Sub-Total ‘B’ 3,237 8.30 -67 
Total NASF 0.0% 
Furniture 11,000 28.10 IID 44 | Non-Assignable 
Equipment _ _ _— Custodial 
Circulation 
Sub-Total ‘C’ 11,000 28.10 2.27 Mechanical 
Rest Room 
Total Project Cost 39,140 100.00 8.07 Unassignable 


en 


Library Buildings Renovations 


| 199 
i SY” 


PROJECT COST/SPACE RECORD 


PROJECT NAME: MILLS LIBRARY RENOVATION NASF: 

PROJECT NUMBER: MC422 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: LIBRARY NASF/GSF: 

PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 04/68 

UACP CODE: al CONSTRUCTION TIME: 08/68 — 01/70 
SUBMISSION DATE: 05/68 MARKET CONDITION: SLACK 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom _— 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research _ 
Laboratory _ 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office _ 
Int. Vert. Elements 
Multi-Storey Elements Library _ 
Interior Finishes 
Building Equipment 5,800 2.40 Te Physical Education _ 
Cash Allowance 16,820 6.90 = 
Built-in Equipment — = — Special Use 
Architectural 62,951 26.00 = Audio Visual — 
Building Cost 85,571 35.30 = Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 52,200 21.50 = Assembly = 
Exhibition = 
Electrical 36,540 15.10 = Food — 
Fed. Sales Tax Rebate = = = Recreation = 
Sub-Total ‘A’ 174,311 71.90 — Supporting 
Data Processing — 
Shops a 
Fees 14,330 5.90 = Physical Plant = 
Miscellaneous 1,360 -60 oa 
Central Utility ay 
Sub-Total ‘B’ 15,690 6.50 = 
Total NASF 0.0% 
Furniture 38,300 15.80 a Non-Assignable 
Equipment 14,000 5.80 — Custodial 
Circulation 
Sub-Total ‘C’ 52,300 21.60 — Mechanical 
Rest Room 
Total Project Cost 242,301 100.00 = Unassignable 


___—_———————————————————————————ee—ee——————————————— eee 
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CA 49 / Arts I Building — 1968 


PON ERD iy spstarrotce, Sis 


Murray & Murray, Architects & Town Planr 


Maintenance Buildings 
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PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: MAINTENANCE BUILDING 1969 NASF: 14,550 
PROJECT NUMBER: LA027 USE CATEGORY TYPE: GSF: 19,370 
BUILDING TYPE: MAINT & CENT SERV PHYSICAL PLANT NASF/GSF: 15 


PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 02/71 


UACP CODE: (eal 


830 300 


CONSTRUCTION TIME: 


02/71 — 06/71 


SUBMISSION DATE: 02/71 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research == 
Laboratory =n 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 26.3 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment 1,000 -20 .05 .O7 Physical Education — 
Cash Allowance 6,157 1.30 32 42 
Built-in Equipment — —_— — = Special Use 
Architectural 251,843 51.90 13.00 iio t Audio Visual = 
Building Cost 259,000 53.40 13.37 17.80 Clinic = 
Demonstration ag 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 112,700 23.20 5.82 7.75 Assembly = 
Exhibition = 
Electrical 45,100 9.30 2.33 3.10 Food — 
Fed. Sales Tax Rebate 12,500 2.60 -65 86 Recreation = 
Sub-Total ‘A’ 404,300 83.30 20.87 27.19 Supporting 
Data Processing rae 
Shops Mout 
Fees 28,300 5.80 1.46 1.95 Physical Plant a 
Miscellaneous 12,130 2.50 63 83 
Central Utility a 
Sub-Total ‘B’ 40,430 8.30 2.09 2.78 
Total NASF 100.0 
Furniture 23,430 4.80 1.21 1.61 Non-Assignable 
Equipment 17,000 3.50 88 aa ty Custodial 
: Circulation 
Sub-Total ‘C’ 40,430 8.30 2.09 2.78 Mechanical 
Rest Room 
Total Project Cost 485,160 100.00 25.05 33.34 Unassignable 


L$ 
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es 


PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: CAMPUS SERVICS BUILDING NASF: 43,035 
PROJECT NUMBER: MCO023 USE CATEGORY TYPE: GSF: 51,850 
BUILDING TYPE: MAINT & CENT SERV PHYSICAL PLANT NASF/GSF: 83 


PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 07/66 


UACP CODE: 7-2 
SUBMISSION DATE: 02/70 


830 


CONSTRUCTION TIME: 
MARKET CONDITION: 


07/66 — 10/67 
NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 91,860 7.70 Aric PANE} Classroom — 
Site Develop. (Incl.) 18,200 1.50 -35 -42 
Alter’ns & Renova’ns _ as — = Special Purpose 
Site Development 110,060 9.20 2.12 2.56 Research — 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 11.2 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment 39,745 3.30 By ef 92 Physical Education — 
Cash Allowance 17,255 1.40 33 .40 
Built-in Equipment = _ —_ — Special Use 
Architectural 428,744 35.80 8.27 9.96 Audio Visual — 
Building Cost 485,744 40.60 9.37 11.29 Clinic _ 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 357,216 29.90 6.89 8.30 Assembly — 
X Exhibition -- 
Electrical 105,979 8.90 2.04 2.46 Food 2.9 
Fed. Sales Tax Rebate _ _— _— _ Recreation _— 
Sub-Total ‘A’ 1,058,999 88.50 20.42 24.61 Supporting 
Data Processing — 
Shops 85.9 
Fees §2,131 4.40 1.01 1-23 Physical Plant _ 
Miscellaneous 36,916 3.10 “pit .86 
Central Utility aa 
Sub-Total ‘B’ 89,047 7.40 ee 2.07 
Total NASF 100.0 
Furniture 48,122 4.00 93 1.12 Non-Assignable 
Equipment _— — — — Custodial 
Circulation 
Sub-Total ‘C’ 48,122 4.00 93 1.12 Mechanical 
Rest Room 
Total Project Cost 1,196,168 100.00 23.07 27.80 Unassignable 


eee 
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PROJECT COST/SPACE RECORD ' 22/SEP/71 
PROJECT NAME: MAINTENANCE SERVICES BUILDING NASF: 20,320 
PROJECT NUMBER: OTO056 USE CATEGORY TYPE: GSF: 27,500 
BUILDING TYPE: MAINT & CENT SERV PHYSICAL PLANT NASF/GSF: -14 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 11/70 
UACP CODE: 7-1 830 CONSTRUCTION TIME: 11/70 — 02/72 
SUBMISSION DATE: 01/71 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
i ee. 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 14,000 1.40 61 .69 
Alter’ns & Renova’ns _ _ _— _— Special Purpose 
Site Development 14,000 1.40 51 .69 Research — 
Laboratory = 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 2.6 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 8,650 .90 ans 3 | 43 Physical Education = 
Cash Allowance 15,550 1.60 57 Ache 
Built-in Equipment = — — — Special Use 
Architectural 875,139 87.50 31.82 43.07 Audio Visual = 
Building Cost 899,339 89.90 32.70 44.26 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 40,000 4.00 1.45 1.97 Assembly a 
Exhibition = 
Electrical 20,000 2.00 73 .98 Food a 
Fed. Sales Tax Rebate 29,213 2.90 1.06 1.44 Recreation = 
Sub-Total ‘A’ 944,126 94.40 34.33 46.46 Supporting 
Data Processing = 
Shops 97.4 
Fees 56,500 5.60 2.05 2.78 Physical Plant ey 
Miscellaneous = 5 conn —_ 
Central Utility ra 
Sub-Total ‘B’ 56,500 5.60 2.05 2.78 
Total NASF 100.0 
Furniture Non-Assignable 
Equipment Custodial 
‘ Circulation 
Sub-Total ‘C’ Mechanical 


Rest Room 


Total Project Cost 1,000,626 100.00 36.39 49.24 Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: CENTRAL SERVICES NASF: 25,330 
PROJECT NUMBER: WAO11 USE CATEGORY TYPE: GSF: 29,438 
BUILDING TYPE: MAINT & CENT SERV CENTRAL UTILITY NASF/GSF: .86 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 01/66 
UACP CODE: aa 900 CONSTRUCTION TIME: 01/66 — 09/67 
SUBMISSION DATE: 11/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
eee 
Site Develop. (Excl.) 401,280 11.40 13.63 15.84 Classroom 
Site Develop. (Incl.) 18,207 50 -62 ari? 
Alter’ns & Renova’ns > = a7 a Special Purpose 
Site Development 419,487 11.90 14.25 16.56 Research 
Laboratory 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment =x — am: = Physical Education 
Cash Allowance 3,230 -10 en la 13 
Built-in Equipment Fe = oe fale Special Use 
Architectural 688,087 19.50 23.37 27.16 Audio Visual 
Building Cost 691,317 19.60 23.48 27.29 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,444,476 41.00 49.07 57.03 Assembly 
Exhibition 
Electrical 472,128 13.40 16.04 18°64 Food 
Fed. Sales Tax Rebate 105,095 3.00 3.57 4.15 Recreation 
Sub-Total ‘A’ 2,922,313 82.90 99.27 115.37 Supporting 
Data Processing 
Shops 
Fees 201,252 5.70 6.84 7.95 Physical Plant 
Miscellaneous 100,626 2.90 3.42 3.97 
Central Utility 
Sub-Total ‘B’ 301,878 8.60 10.25 11.92 
Total NASF 
Furniture 3,000 10 10 12 Non-Assignable 
Equipment 297,666 8.40 10.11 11.75 Custodial 
Circulation 
Sub-Total ‘C’ 300,666 8.50 10.21 11.87 Mechanical 
Rest Room 
Total Project Cost 3,524,857 100.00 119.74 139.16 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: WAO12 
BUILDING TYPE: MAINT & CENT SERV 
NEW BUILDING 


PROJECT TYPE: 
UACP CODE: T-1 
SUBMISSION DATE: 10/70 


MAINTENANCE STORES & COMMISSARY 1965 
USE CATEGORY TYPE: 
PHYSICAL PLANT 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


31,184 
44,427 
-70 
02/66 
02/66 — 12/66 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) —_— — — _ Classroom — 
Site Develop. (Incl.) 30,398 2.90 68 97 
Alter’ns & Renova’ns _— — — — Special Purpose 
Site Development 30,398 2.90 .68 97 Research = 
Laboratory _ 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 10.8 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 78,905 7.40 1.78 2.53 Physical Education — 
Cash Allowance ' 700 10 02 02 
Built-in Equipment — = — — Special Use 
Architectural 488,967 46.00 11.01 15.68 Audio Visual = 
Building Cost 568,572 53.50 12.80 18.23 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 187,102 17.60 4.21 6.00 Assembly = 
Exhibition = 
Electrical 159,138 15.00 3.58 5.10 Food Zit 
Fed. Sales Tax Rebate 37,808 3.60 85 1.21 Recreation — 
Sub-Total ‘A’ 907,402 85.40 20.42 29.10 Supporting 
Data Processing = 
Shops 67.5 
Fees 56,713 5.30 1.28 1.82 Physical Plant = 
Miscellaneous 28,356 2.70 64 91 
Central Utility _- 
Sub-Total ‘B’ 85,069 8.00 est 2.73 
Total NASF 100.0 
Furniture Non-Assignable 
Equipment Custodial 
2 Circulation 
Sub-Total ‘C’ 70,000 6.60 1.58 2.24 Mechanical 
Rest Room 
Total Project Cost 1,062,471 100.00 23.91 34.07 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT TYPE: 
UACP CODE: 7-1 
SUBMISSION DATE: 08/66 


PHYSICAL PLANT WORKSHOPS PHASE 1-65 
PROJECT NUMBER: Y0020 

BUILDING TYPE: MAINT & CENT SERV 
NEW BUILDING 


USE CATEGORY TYPE: 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


17,647 
22,750 
-78 
11/65 
02/66 — 10/66 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 10.2 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment Physical Education _— 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual — 
Building Cost Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly _ 
Exhibition = 
Electrical Food <= 
Fed. Sales Tax Rebate 21,400 3.20 94 1.21 Recreation = 
Sub-Total ‘A’ 535,000 80.20 23.52 30.32 Supporting 
Data Processing = 
Shops 78.4 
Fees 32,100 4.80 1.41 1.82 Physical Plant 11.3 
Miscellaneous 16,050 2.40 fa! 91 
Central Utility = 
Sub-Total ‘B’ 48,150 7.20 2.12 2.73 
Total NASF 100.0 
Furniture 10,000 1.50 44 57 Non-Assignable 
Equipment 73,600 11.00 3.24 4.17 Custodial 
Circulation 
Sub-Total ‘C’ 83,600 12.50 3.67 4.74 Mechanical 
Rest Room 
Total Project Cost 666,750 100.00 29.31 37.78 Unassignable 
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Maintenance Buildings Additions 


209 


PROJECT COST/SPACE RECORD | 


PROJECT NAME: SUPERINTENDENTS BLDG. ADDN. NASF: 44,068 | 
PROJECT NUMBER: TOO18 USE CATEGORY TYPE: GSF: 65,868 | 
BUILDING TYPE: MAINT & CENT SERV NASF/GSF: -67 | 


PROJECT TYPE: ADDITION 
UACP CODE: i 
SUBMISSION DATE: 11/68 


TENDER/ESTIMATE DATE: 06/64 
CONSTRUCTION TIME: 08/64 — 08/65 
MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 


COST ELEMENT 


—_—__—_eeee_e_—_—_—_—_—___ 


COST COST 


$/GSF 


$/NASF 


USE CATEGORY 


NASF AREA 


Site Develop. (Excl.) 5,186 .40 -08 “ft 3 Classroom = 
Site Develop. (Incl.) o _ — ~- 
Alter’ns & Renova’ns _ _ — _ Special Purpose 
Site Development 5,186 40 .08 12 Research = 
Laboratory =. 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library 5 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 727,333 53.90 11.04 16.50 Audio Visual < 
Building Cost 727,333 53.90 11.04 16.50 Clinic => 
Demonstration ay 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 326,702 24.20 4.96 7.41 Assembly = 
Exhibition ey: 
Electrical 97,481 7.20 1.48 2.21 Food r= 
Fed. Sales Tax Rebate 43,546 3.20 .66 .99 Recreation a 
Sub-Total ‘A’ 1,113,156 82.50 16.90 25.26 Supporting 
Data Processing — 
Shops zs 
Fees 116,770 8.70 17.7) 2.65 Physical Plant = 
Miscellaneous 7,854 .60 pice 18 
Central Utility Ful 
Sub-Total ‘B’ 124,624 9.20 1.89 2.83 
Total NASF 0.0% 
Furniture 111,765 8.30 1.70 2.54 Non-Assignable 
Equipment — ae = = Custodial 
Circulation 
Sub-Total ‘C’ 111,765 8.30 1.70 2.54 Mechanical 
Rest Room 
Total Project Cost 1,349,545 100.00 20.49 30.62 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WAO070 

BUILDING TYPE: MAINT & CENT SERV 
PROJECT TYPE: ADDITION 

UACP CODE: tak 

SUBMISSION DATE: 11/70 


CENTRAL SERVICES COMPLEX—ADD 
USE CATEGORY TYPE: 


ACTUAL 
COST ELEMENT COST 
Site Develop. (Excl.) 
Site Develop. (Incl.) 
Alter’ns & Renova’ns 
Site Development 
Indirect & Gen’l] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 29,157 
Cash Allowance 13,400 
Built-in Equipment — 
Architectural 433,774 
Building Cost 476,331 
Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 175,388 
Electrical 47,762 
Fed. Sales Tax Rebate 20,984 
Sub-Total ‘A’ 678,497 
Fees 47,495 
Miscellaneous 20,355 
Sub-Total ‘B’ 67,850 
Furniture 21,500 
Equipment 95,500 
Sub-Total ‘C’ 117,000 
Total Project Cost 863,347 


% OF TOTAL 


COST 


ACTUAL 
$/GSF 


29.30 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


23,789 
29,470 


-81 


Sit Ui a Ua by fie ft | 


% OF TOTAL 
NASF AREA 


eS 


0.0% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WE036 

BUILDING TYPE: MAINT & CENT SERV 
PROJECT TYPE: ADDITION 

UACP CODE: {al 

SUBMISSION DATE: 04/71 


SERVICE BUILDING ADDITIONS 1970 
USE CATEGORY TYPE: 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 03/71 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 
Total NASF 


Non-Assignable 
Custodial 
Circulation 
Mechanical 
Rest Room 


22,439 
30,090 
-15 


04/71 — 10/71 


% OF TOTAL 
NASF AREA 


32.8 


64.8 


100.0% 


ACTUAL % OF TOTAL ACTUAL ACTUAL 

COST ELEMENT COST COST $/GSF $/NASF 
EE a a cc a I a a a 

Site Develop. (Excl.) — _— a — 

Site Develop. (Incl.) 26,550 3.80 88 1.18 

Alter’ns & Renova’ns 3,250 -50 ela! 14 
Site Development 29,800 4.30 .99 1.33 

Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 4,600 -70 15 sol 

Cash Allowance 30,595 4.40 1.02 1.36 

Built-in Equipment = = = = 

Architectural 380,150 54.70 12.63 16.94 
Building Cost 415,345 59.70 13.80 18.51 

Plumbing & Drains 

Heat. Vent. & Cond. 
Mechanical 116,750 16.80 3.88 5.20 

Electrical 57,200 8.20 1.90 2.55 

Fed. Sales Tax Rebate 17,295 2.50 -57 ache 
Sub-Total ‘A’ 601,800 86.50 20.00 26.82 

Fees 42,200 6.10 1.40 1.88 

Miscellaneous 16,000 2.30 53 71 
Sub-Total ‘B’ 58,200 8.40 1.93 2.59 

Furniture 30,000 4.30 1.00 1.34 

Equipment 5,500 80 18 25 
Sub-Total ‘C’ 35,500 5.10 1.18 1.58 
Total Project Cost 695,500 100.00 23.11 31.00 


Unassignable 
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Maintenance Buildings Alterations 


PROJECT COST/SPACE RECORD 


PROJECT NAME: CENTRAL SERVICES COMPLEX — ALTER 


PROJECT NUMBER: WA0O75 

BUILDING TYPE: MAINT & CENT SERV 
PROJECT TYPE: ALTERATION 

UACP CODE: tial 


SUBMISSION DATE: 02/71 


ACTUAL % OF TOTAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom =< 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research *~ 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office rs 
Int. Vert. Elements 
Multi-Storey Elements Library ae 
Interior Finishes 
Building Equipment Physical Education re 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 49,023 35.00 3.16 Audio Visual = 
Building Cost 49,023 35.00 3.16 Clinic = 
Demonstration <= 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 46,850 33.50 3.02 Assembly oe 
Exhibition ia 
Electrical 28,000 20.00 1.80 Food a 
Fed. Sales Tax Rebate — co = Recreation = 
Sub-Total ‘A’ 123,873 88.50 7.98 Supporting 
Data Processing <S 
Shops a 
Fees 12,387 8.80 80 Physical Plant a 
Miscellaneous 3,716 2.70 24 
Central Utility i 
Sub-Total ‘B’ 16,103 11.50 1.04 
Total NASF 0.0% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 139,976 100.00 9.02 Unassignable 


USE CATEGORY TYPE: 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


15,520 


11/70 — 07/71 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ADDITIONS & ALTERATIONS TO CENTRAL SER NASF: 

PROJECT NUMBER: WA053 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: MAINT & CENT’SERV NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 02/69 
UACP CODE: 71 CONSTRUCTION TIME: 


SUBMISSION DATE: 03/69 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


8,697 


76,979 


11.30 


100.00 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


0.0% 


_ Physical Education Buildings 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: BRO28 
BUILDING TYPE: 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 3 

SUBMISSION DATE: 07/71 


PHYSICAL EDUCATION 


PHYSICAL EDUCATION CENTRE PHASE 1 


USE CATEGORY TYPE: 
PHYSICAL EDUCATION 


500 


22/SEP/71 

NASF: 55,810 
GSF: 80,765 
NASF/GSF: -69 


TENDER/ESTIMATE DATE: 07/71 
CONSTRUCTION TIME: 08/71 — 11/72 
MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) _ — — — Classroom 5.7 
Site Develop. (Incl.) 9,820 -30 12 18 
Alter’ns & Renova’ns — — —_ = Special Purpose 
Site Development 9,820 .380 ail 18 Research 
Laboratory 1.4 
Indirect & Gen’) Exp 246,470 8.60 3.05 4.42 Dry Lab 
Substructure 57,722 2.00 aint 1.03 Wet Lab 
Horizontal Elements 479,264 16.60 5.93 8.59 
Exterior Cladding 227,628 7.90 2.82 4.08 Office 3.9 
Int. Vert. Elements 143,839 5.00 ile es 2.58 
Multi-Storey Elements 9,752 .30 12 ltrs Library = 
Interior Finishes 253,441 8.80 3.14 4.54 
Building Equipment 85,020 3.00 1.05 1.52 Physical Education 86.5 
Cash Allowance 76,750 2 3t(0) 95 1.38 
Built-in Equipment 29,485 1.00 37 53 Special Use 
Architectural Audio Visual aaa 
Building Cost 1,609,371 55.90 19.93 28.84 Clinic = 
Demonstration =, 
Plumbing & Drains 150,746 5.20 1.87 Pps he) 
Heat. Vent. & Cond. 439,007 15.20 5.44 7.87 General Use 
Mechanical 589,753 20.50 7.30 10.57 Assembly <7 
Exhibition ‘: 
Electrical 306,130 10.60 3.79 5.49 Food 0.5 
Fed. Sales Tax Rebate 75,158 2.60 -93 1.35 Recreation 2.1 
Sub-Total ‘A’ 2,439,916 84.70 30.21 43.72 Supporting 
Data Processing a 
Shops 
Fees 186,000 6.50 2.30 3.33 Physical Plant _— 
Miscellaneous 112,000 3.90 1.39 2.01 
Central Utility - 
Sub-Total ‘B’ 298,000 10.30 3.69 5.34 
Total NASF 100.0 
Furniture 35,281 1.20 44 63 Non-Assignable 
Equipment 107,171 3.70 1.33 1.92 Custodial 
g Circulation 
Sub-Total ‘C’ 142,452 4.90 1.76 2.55 Mechanical 
Rest Room 
Total Project Cost 2,880,368 100.00 35.66 51.61 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 


ADDITIONAL ATHLETIC FACILITIES 1971 


CAO071 
PHYSICAL EDUCATION 
NEW BUILDING 


UACP CODE: x 
SUBMISSION DATE: 05/71 


USE CATEGORY TYPE: 
PHYSICAL EDUCATION 


500 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


60,900 
103,530 
-59 
05/71 
02/72 — 09/73 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research rer 
Laboratory sie 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 5:8 
Int. Vert. Elements 
Multi-Storey Elements Library _ 
Interior Finishes 
Building Equipment Physical Education 94.2 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual ar 
Building Cost 2,550,000 85.60 24.63 41.87 Clinic — 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly = 
Exhibition eal 
Electrical Food . 
Fed. Sales Tax Rebate 76,500 2.60 74 1.26 Recreation — 
Sub-Total ‘A’ 2,473,500 83.10 23.89 40.62 Supporting 
Data Processing — 
Shops _— 
Fees Physical Plant — 
Miscellaneous 
Central Utility = 
Sub-Total ‘B’ 247,350 8.30 2.39 4.06 
Total NASF 100.0 
Furniture 66,950 2.20 65 1.10 Non-Assignable 
Equipment 190,050 6.40 1.84 3.12 Custodial 
Circulation 
Sub-Total ‘C’ 257,000 8.60 2.48 4.22 Mechanical 
Rest Room 
Total Project Cost 2,977,850 100.00 28.76 48.90 Unassignable 


DET 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 1-2 
SUBMISSION DATE: 11/67 


PHYSICAL EDUCATION SCHOOL 
PROJECT NUMBER: MCO11 

PHYSICAL EDUCATION 
NEW BUILDING 


USE CATEGORY TYPE: 
PHYSICAL EDUCATION 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


73,415 
125,846 
-58 
08/64 
11/64 — 08/66 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 83,869 2.90 67 1.14 Classroom 1:9 
Site Develop. (Incl.) aa = a = 
Alter’ns & Renova’ns ar ss = =< Special Purpose 
Site Development 83,869 2.90 .67 1.14 Research — 
Laboratory 2:2 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 11.4 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 9,340 .30 .07 13 Physical Education Cibo! 
Cash Allowance 30,890 1.10 -25 -42 
Built-in Equipment 95,600 3.30 -76 1.30 Special Use 
Architectural 1,491,083 51.40 11.85 20.31 Audio Visual 0.6 
Building Cost 1,626,913 56.10 12.93 22.16 Clinic — 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 541,325 18.70 4.30 7.37 Assembly = 
Exhibition — 
Electrical 222,955 7.70 abe ee! 3.04 Food 0.2 
Fed. Sales Tax Rebate Recreation 2.9 
Sub-Total ‘A’ 2,475,062 85.40 19.67 33.71 Supporting 
Data Processing _— 
Shops 3.1 
Fees 143,472 4.90 1.14 1.95 Physical Plant _— 
Miscellaneous 21.035 -70 ale 29) 
Central Utility — 
Sub-Total ‘B’ 164,507 5.70 13k 2.24 
Total NASF 100.0 
Furniture 52,631 1.80 42 “glee Non-Assignable 
Equipment 207,300 7.10 1.65 2.82 Custodial 
Circulation 
Sub-Total ‘C’ 259,931 9.00 2.07 3.54 Mechanical 
Rest Room 
Total Project Cost 2,899,500 100.00 23.04 39.49 Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: PHYSICAL EDUCATION BUILDING NASF: 120,000 
PROJECT NUMBER: OTOO04 USE CATEGORY TYPE: GSF: 181,000 
BUILDING TYPE: PHYSICAL EDUCATION PHYSICAL EDUCATION NASF/GSF: -66 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 06/70 
UACP CODE: 7-1 500 220 CONSTRUCTION TIME: 10/70 — 04/72 
SUBMISSION DATE: 09/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 26,532 -40 15 22 Classroom 3.4 
Site Develop. (Incl.) 126,000 2.00 -70 1.05 
Alter’ns & Renova’ns — — — — Special Purpose 
Site Development 152,532 2.40 84 ood Research 2.0 
Laboratory 41.7 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 5.7 
Int. Vert. Elements 
Multi-Storey Elements Library "2.4 
Interior Finishes 
Building Equipment 211,250 3.30 a kes Wy 1.76 Physical Education 42.6 
Cash Allowance 100,200 1.60 55 84 
Built-in Equipment 39,280 -60 “22 33 Special Use 
Architectural 3,783,229 59.40 20.90 31.53 Audio Visual 0.1 
Building Cost 4,133,959 64.90 22.84 34.45 Clinic _ 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 854,100 13.40 4.72 7.12 Assembly _— 
Exhibition = 
Electrical 680,941 10.70 3.76 5.67 Food = 
Fed. Sales Tax Rebate 173,850 2.70 -96 1.45 Recreation 2.2 
Sub-Total ‘A’ 5,647,682 88.70 31.20 47.06 Supporting 
Data Processing a 
Shops a 
Fees 421,892 6.60 2.33 3.52 Physical Plant Zz 
Miscellaneous 101,450 1.60 56 85 
Central Utility = 
Sub-Total ‘B’ 523,342 8.20 2.89 4.36 
Total NASF 100.0 
Furniture 145,000 2.30 80 1.21 Non-Assignable 
Equipment 50,000 .80 .28 42 Custodial 
Circulation 
Sub-Total ‘C’ 195,000 3.10 1.08 1.63 Mechanical 
Rest Room 
Total Project Cost 6,366,024 100.00 35.17 53.05 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 7-1 
SUBMISSION DATE: 03/69 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


15,000 
73,469 


40,024 
128,493 


55,164 
141,765 


2,867,024 
3,063,953 


1,000,962 


510,400 
195,809 


4,507,999 
330,311 
150,141 
480,452 

85,000 
252,800 


337,800 


5,326,251 


PHYSICAL EDUCATION COMPLEX 1967 
PROJECT NUMBER: QU048 


PHYSICAL EDUCATION 
NEW BUILDING 
500 


% OF TOTAL 


COST 


.30 
1.40 
80 
2.40 


USE CATEGORY TYPE: 
PHYSICAL EDUCATION 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


147,042 
243,820 
-60 


02/69 


03/69 — 05/70 
SLACK 


% OF TOTAL 
NASF AREA 


1.5 


91.5 


100.0 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ATHLETICS & PHYSICAL EDUCATION NASF: 108,788 
PROJECT NUMBER: WAO14 USE CATEGORY TYPE: GSF: 144,395 
BUILDING TYPE: PHYSICAL EDUCATION PHYSICAL EDUCATION NASF/GSF: -75 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 09/66 
UACP CODE: 1 500 CONSTRUCTION TIME: 09/66 — 12/68 
SUBMISSION DATE: 11/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
i el 
Site Develop. (Excl.) — = — = Classroom 3.1 
Site Develop. (Incl.) 47,583 1.20 .33 44 
Alter’ns & Renova’ns = <= a a Special Purpose 
Site Development 47,583 1.20 .33 44 Research = 
Laboratory 4.6 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 6.1 
Int. Vert. Elements 
Multi-Storey Elements Library ae 
Interior Finishes 
Building Equipment 114,500 2.80 -79 1.05 Physical Education 81.8 
Cash Allowance 54,750 1.30 .38 50 
Built-in Equipment S = we nr Special Use 
Architectural 2,279,000 55.40 15.78 20.95 Audio Visual 0.3 
Building Cost 2,448,250 59.50 16.96 22.50 Clinic 3.0 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 671,337 16.30 4.65 6.17 Assembly = 
Exhibition 7 
Electrical 498,000 12.10 3.45 4:58 Food = 
Fed. Sales Tax Rebate 146,607 3.60 1.02 1.35 Recreation 0.7 
Sub-Total ‘A’ 3,518,563 85.50 24.37 32.34 Supporting 
Data Processing 3S 
Shops aa 
Fees 219,910 5.30 1.52 2.02 Physical Plant a 
Miscellaneous 109,955 2.70 -76 1.01 
Central Utility =, 
Sub-Total ‘B’ 329,865 8.00 2.28 3.03 
Total NASF 100.0 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ 265,000 6.40 1.84 2.44 Mechanical 
Rest Room 
Total Project Cost 4,113,428 100.00 28.49 37.81 Unassignable 


ee 


aM 
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PROJECT COST/SPACE RECORD 


22/SEP/71 
PROJECT NAME: SCHOOL OF PHYSICAL EDUCATION — 67 NASF: 53,736 
PROJECT NUMBER: wWI019 USE CATEGORY TYPE: GSF: 82,840 
BUILDING TYPE: PHYSICAL EDUCATION NASF/GSF: -65 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 03/67 
UACP CODE: ia CONSTRUCTION TIME: 03/67 — 09/68 
SUBMISSION DATE: 11/68 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 4,361 -10 .05 08 Classroom 6.0 
Site Develop. (Incl.) 84,547 2.80 1.02 1.57 
Alter’ns & Renova’ns — _ _ = Special Purpose 
Site Development 88,908 2.90 1.07 1.65 Research 1.0 
Laboratory 7.5 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 12.4 
Int. Vert. Elements 
Multi-Storey Elements Library 0.9 
Interior Finishes 
Building Equipment 78,869 2.60 -95 1.47 Physical Education 68.4 
Cash Allowance 86,161 2.80 1.04 1.60 
Built-in Equipment 92,883 3.00 ep Tbe es Special Use 
Architectural 1,295,874 42.20 15.64 24.12 Audio Visual 0.5 
Building Cost 1,553,787 50.60 18.76 28.92 Clinic = 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 609 ,326 19.90 7.36 11.34 Assembly = 
Exhibition = 
Electrical 263,893 8.60 Seg 4.91 Food a 
Fed. Sales Tax Rebate 104,330 3.40 1.26 1.94 Recreation alarf 
Sub-Total ‘A’ 2,411,584 78.60 29.11 44.88 Supporting 
Data Processing 0.1 
Shops = 
Fees 151,225 4.90 1.83 2.81 Physical Plant 1.0 
Miscellaneous 6,541 .20 .08 lh? 
Central Utility = 
Sub-Total ‘B’ 157,766 5.10 1.90 2.94 
Total NASF 100.0 
Furniture 345,000 11.20 4.16 6.42 Non-Assignable 
Equipment 155,000 5.00 1°87 2.88 Custodial 
- Circulation 
Sub-Total ‘C’ 500,000 16.30 6.04 9.30 Mechanical 
Rest Room 
Total Project Cost 3,069,350 100.00 37.05 57.12 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: YO028 
PHYSICAL EDUCATION 
NEW BUILDING 


BUILDING TYPE: 
PROJECT TYPE: 

UACP CODE: thers 
SUBMISSION DATE: 01/68 


PHYSICAL EDUCATION & RECREATION CENTRE 
USE CATEGORY TYPE: 
PHYSICAL EDUCATION 


500 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


63,420 
96,840 
-65 
08/65 
10/65 — 07/67 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 2.1 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory GO 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 2.9 
Int. Vert. Elements 
Multi-Storey Elements Library —- 
Interior Finishes 
Building Equipment 77,550 3.20 .80 1522 Physical Education 86.8 
Cash Allowance 27,115 1.10 -28 -43 
Built-in Equipment — ~- _ — Special Use 
Architectural 1,357,588 55.20 14.02 21.41 Audio Visual = 
Building Cost 1,462,253 59.50 15.10 23.06 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 407,700 16.60 4.21 6.43 Assembly =< 
Exhibition = 
Electrical 282,293 11.50 2.92 4745 Food = 
Fed. Sales Tax Rebate 95,119 3.90 98 1.50 Recreation 1.2 
Sub-Total ‘A’ 2,057,127 83.70 21.24 32.44 Supporting 
Data Processing — 
Shops _ 
Fees 137,994 5.60 1.42 2.18 Physical Plant —_ 
Miscellaneous 29,500 1.20 .30 47 
Central Utility — 
Sub-Total ‘B’ 167,494 6.80 1.73 2.64 
Total NASF 100.0 
Furniture 79,397 3.20 82 1.25 Non-Assignable 
Equipment 153,782 6.30 1.59 2.42 Custodial 
Circulation 
Sub-Total ‘C’ 233,179 9.50 2.41 3.68 Mechanical 
Rest Room 
Total Project Cost 2,457,800 100.00 25.38 38.75 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: ICE FACILITIES NASF: 24,852 
PROJECT NUMBER: YOO037 USE CATEGORY TYPE: GSF: 30,248 
BUILDING TYPE: PHYSICAL EDUCATION PHYSICAL EDUCATION NASF/GSF: 82 


PROJECT TYPE: NEW BUILDING 
UACP CODE: Uf ev 500 
SUBMISSION DATE: 10/70 


TENDER/ESTIMATE DATE: 07/67 
CONSTRUCTION TIME: 08/67 — 11/68 
MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
eS 
Site Develop. (Excl.) Classroom = 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory a= 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 0.4 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment _— — — = Physical Education 99.6 
Cash Allowance 5,500 90 18 22 
Built-in Equipment _ = = = Special Use 
Architectural 377,628 59.00 12.48 15.20 Audio Visual aa 
Building Cost 383,128 59.90 12.67 15.42 Clinic == 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 165,964 25.90 5.49 6.68 Assembly = 
Exhibition a 
Electrical 48,231 7.50 1.59 1.94 Food a 
Fed. Sales Tax Rebate 23,893 3.70 19 96 Recreation a 
Sub-Total ‘A’ 573,430 89.60 18.96 23.07 Supporting 
Data Processing ei 
Shops 2 
Fees 35,8 39 5.60 1.18 1.44 Physical Plant = 
Miscellaneous 14,375 2.20 48 58 
Central Utility oe 
Sub-Total ‘B’ 50,214 7.80 1.66 2.02 
Total NASF 100.0 
Furniture 7,056 1.10 .23 -28 Non-Assignable 
Equipment 9,000 1.40 .30 .36 Custodial 
2 Circulation 
Sub-Total ‘C’ 16,056 2.50 53 .65 Mechanical 
Rest Room 
Total Project Cost 639,700 100.00 21.15 25.74 Unassignable 


em 


Physical Education Buildings Additions 
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PROJECT COST/SPACE RECORD 


USE CATEGORY TYPE: 


PROJECT NAME: GYMNASIUM ADDITION PHASE 1 1965 
PROJECT NUMBER: CA022 

BUILDING TYPE: PHYSICAL EDUCATION 

PROJECT TYPE: ADDITION 

UACP CODE: i? 


SUBMISSION DATE: 02/70 


ACTUAL 
COST ELEMENT COST 
Site Develop. (Excl.) = 
Site Develop. (Incl.) 10,293 
Alter’ns & Renova’ns = 
Site Development 10,293 


Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 3,750 

Cash Allowance —e 

Built-in Equipment a 

Architectural 249,887 
Building Cost 253,637 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 75,217 
Electrical 22,691 
Fed. Sales Tax Rebate 14,500 
Sub-Total ‘A’ 347,338 
Fees 21,710 
Miscellaneous 20,857 
Sub-Total ‘B’ 42,567 
Furniture — 
Equipment 167 
Sub-Total ‘C’ 167 


Total Project Cost 390,072 


a 


% OF TOTAL 
COST 


2.60 


2.60 


100.00 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


1.00 


1.00 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


10,338 
12,134 
85 


08/67 — 08/68 
NORMAL 


% OF TOTAL 
NASF AREA 


alez/ 


100.0% 


peal 
ne I 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: LAO15 

BUILDING TYPE: PHYSICAL EDUCATION 
PROJECT TYPE: ADDITION 

UACP CODE: Cal 

SUBMISSION DATE: 03/69 


ACTUAL 
COST ELEMENT COST 
Site Develop. (Excl.) 189,327 


Site Develop. (Incl.) 8,800 
Alter’ns & Renova’ns = 


Site Development 198,127 
Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 25,900 
Cash Allowance 15,750 
Built-in Equipment = 
Architectural 477,350 
Building Cost 519,000 
Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 136,800 
Electrical 68,200 
Fed. Sales Tax Rebate 21,984 
Sub-Total ‘A’ 900,143 
Fees 56,310 
Miscellaneous 28,155 
Sub-Total ‘B’ 84,465 
Furniture 19,465 
Equipment 10,706 
Sub-Total ‘C’ 30,171 
Total Project Cost 1,014,779 


BENJAMIN F. AVERY ATH. BLDG.—68 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


18.70 
-90 


19.50 


ACTUAL 
$/GSF 


4.69 
-22 


4.91 


ACTUAL 


$/NASF 


8.72 
-41 


9.13 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


21,704 
40,367 
54 
06/64 
08/64 — 04/65 


% OF TOTAL 
NASF AREA 


11.9 


ee 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: PHYS. ED. FAC. ADDN. NASF: 53,760 
PROJECT NUMBER: LAO17 USE CATEGORY TYPE: GSF: 76,800 
BUILDING TYPE: PHYSICAL EDUCATION NASF/GSF: -70 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 09/70 
UACP CODE: 7-1 CONSTRUCTION TIME: 09/70 —09/71 
SUBMISSION DATE: 10/70 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) _ a = —= Classroom 6.3 
Site Develop. (Incl.) 28,100 1.00 37 52 
Alter’ns & Renova’ns 49,600 1.70 -65 92 Special Purpose 
Site Development 77,700 2.70 1.01 1.45 Research 4.1 
Laboratory 8.5 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 9.3 
Int. Vert. Elements 
Multi-Storey Elements Library 7.5 
Interior Finishes 
Building Equipment 92,200 3.20 1.20 72 Physical Education = 
Cash Allowance 161,500 5.60 2.10 3.00 
Built-in Equipment c= = = = Special Use 
Architectural 1,401,200 48.30 18.24 26.06 Audio Visual = 
Building Cost 1,654,900 57.00 21.55 30.78 Clinic 6 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 549,900 19.00 7.16 10.23 Assembly _ 
Exhibition = 
Electrical 193,600 6.70 2.52 3.60 Food 8.5 
Fed. Sales Tax Rebate 126,500 4.40 1.65 2.35 Recreation 40.0 
Sub-Total ‘A’ 2,349,600 81.00 30.59 43.71 Supporting 
Data Processing — 
Shops c= 
Fees 246,708 8.50 3.21 4.59 Physical Plant 15:2 
Miscellaneous 70,488 2.40 92 ish 
Central Utility ia 
Sub-Total ‘B’ 317,196 10.90 4.13 5.90 
Total NASF 100.0% 
Furniture 234,960 8.10 3.06 4.37 Non-Assignable 
Equipment = fa ms aa Custodial 
Circulation 
Sub-Total ‘C’ 234,960 8.10 3.06 4.37 Mechanical 


Rest Room 


Total Project Cost 2,901,756 100.00 B1278 53.98 Unassignable 


a S 
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I” 


PROJECT COST/SPACE RECORD 


PROJECT NAME: PHYS ED ACADEMIC WING — ADDN NASF: 40,580 
PROJECT NUMBER: MC065 USE CATEGORY TYPE: GSF: 53,680 
BUILDING TYPE: PHYSICAL EDUCATION NASF/GSF: -76 


PROJECT TYPE: ADDITION 
UACP CODE: il 
SUBMISSION DATE: 04/71 


TENDER/ESTIMATE DATE: 03/71 
CONSTRUCTION TIME: 01/72 — 05/73 
MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = = = = Classroom 5.9 
Site Develop. (Inci.) 51,000 2.50 95 1.26 
Alter’ns & Renova’ns = = ae == Special Purpose 
Site Development 51,000 2.50 -95 1.26 Research = 
Laboratory 24.1 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 3.5 
Int. Vert. Elements 
Multi-Storey Elements Library 1.5 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual i 
Building Cost 1,562,000 75.40 29.10 38.49 Clinic = 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly 7 
Exhibition ta 
Electrical Food i 
Fed. Sales Tax Rebate Recreation 64.9 
Sub-Total ‘A’ 1,613,000 77.80 30.05 39.75 Supporting 
Data Processing ne 
Shops my 
Fees Physical Plant a 
Miscellaneous 
Central Utility Sa 
Sub-Total ‘B’ 177,800 8.60 3.31 4.38 
Total NASF 99.9% 
Furniture 65,000 3.10 1.21 1.60 Non-Assignable 
Equipment 217,000 10.50 4.04 5.35 Custodial 
Circulation 
Sub-Total ‘C’ 282,000 13.60 5.25 6.95 Mechanical 
Rest Room 
Total Project Cost 2,072,800 100.00 38.61 51.08 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: TRO38 
BUILDING TYPE: 
PROJECT TYPE: ADDITION 
UACP CODE: i 
SUBMISSION DATE: 02/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ROBINSON COLL, ATHLETIC FAC. 


PHYSICAL EDUCATION 


ACTUAL 
COST 


21,285 
21,285 


1,900 


199 
750 


24,234 
1,616 
750 


2,366 


26,600 


% OF TOTAL 


COST 


100.00 


USE CATEGORY TYPE: 


ACTUAL 
$/GSF 


1.23 


1.81 


20.31 


ACTUAL 
$/NASF 


24.19 
24.19 


2.16 


2.04 
85 


27.54 
1.84 


85 


2.69 


30.23 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 02/71 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


880 
1,310 


-67 


04/71 — 06/71 


% OF TOTAL 
NASF AREA 


ne —eeee nn — ee 


0.0% 


Residences Buildings 


PAD) 


PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: 2ND WOMENS RESIDENCE — DELAWARE COL. NASF: 101,844 
PROJECT NUMBER: WE010 USE CATEGORY TYPE: GSF: 176,813 
BUILDING TYPE: RESIDENCES NASF/GSF: 58 


PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 03/65 


UACP CODE: aa 
SUBMISSION DATE: 11/67 


CONSTRUCTION TIME: 
MARKET CONDITION: 


04/65 — 10/67 
BUSY 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research 
Laboratory 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment Physical Education 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual 
Building Cost Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly 
Exhibition 
Electrical Food 
Fed. Sales Tax Rebate Recreation 
Sub-Total ‘A’ 3,317,474 85.40 18.76 32.57 Supporting 
Data Processing 
Shops 
Fees 210,000 5.40 1.19 2.06 Physical Plant 
Miscellaneous 23,800 -60 13 .23 
Central Utility 
Sub-Total ‘B’ 233,800 6.00 1.32 2.30 
Total NASF 
Furniture 333,000 8.60 1.88 3.27 Non-Assignable 
Equipment = = — = Custodial 
Circulation 
Sub-Total ‘C’ 333,000 8.60 1.88 3.27 Mechanical 
Rest Room 
Total Project Cost 3,884,274 100.00 21.97 38.14 Unassignable 


ee ——————————————L— 
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PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: RESIDENCE PHASE 1 — 66 NASF: 40,350 
PROJECT NUMBER: WI016 USE CATEGORY TYPE: GSF: 86,427 
BUILDING TYPE: RESIDENCES NASF/GSF: 47 


PROJECT TYPE: NEW BUILDING 


UACP CODE: hr4 
SUBMISSION DATE: 11/67 


————————————————— eee 


TENDER/ESTIMATE DATE: 09/66 


CONSTRUCTION TIME: 
MARKET CONDITION: 


09/66 — 09/67 
BUSY 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 15,000 .80 a yi .37 Classroom 
Site Develop. (Incl.) — = exe = 
Alter’ns & Renova’ns — — = = Special Purpose 
Site Development 15,000 80 17 37 Research 
Laboratory 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment 66,773 3.40 Ay ff 1.65 Physical Education 
Cash Allowance 50,086 2.50 58 1.24 
Built-in Equipment Special Use 
Architectural 1,151,686 58.50 13.33 28.54 Audio Visual 
Building Cost 1,268,545 64.40 14.68 31.44 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 430,630 21.90 4.98 10.67 Assembly 
‘ Exhibition 
Electrical 169,366 8.60 1.96 4.20 Food 
Fed. Sales Tax Rebate 78,960 4.00 91 1.96 Recreation 
Sub-Total ‘A’ 1,804,581 91.60 20.88 44.72 Supporting 
Data Processing 
Shops 
Fees 115,661 5.90 1.34 2.87 Physical Plant 
Miscellaneous 8,688 -.40 10 py 4 
Central Utility 
Sub-Total ‘B’ 124,349 6.30 1.44 3.08 
Total NASF 
Furniture 40,217 2.00 47 1.00 Non-Assignable 
Equipment - = = = Custodial 
Circulation 
Sub-Total ‘C’ 40,217 2.00 47 1.00 Mechanical 
Rest Room 
Total Project Cost 1,969,147 100.00 22.78 48.80 Unassignable 


Residences Buildings Alterations 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ST. PAT’S COLLEGE ALTERATIONS P2 NASF: 44,524 


PROJECT NUMBER: CA047 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: RESIDENCES NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 07/68 


07/68 — 09/68 
NORMAL 


UACP CODE: (oat 
SUBMISSION DATE: 08/68 


CONSTRUCTION TIME: 
MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 7,000 3.20 se 16 Classroom — 
Site Develop. (Incl.) = — =, = 
Alter’ns & Renova’ns = = = = Special Purpose 
Site Development 7,000 3.20 = 16 Research _ 
Laboratory = 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education — 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 69,681 31.70 = 1.57 Audio Visual — 
Building Cost 69,681 31.70 = 1.57 Clinic — 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 7,890 3.60 = 18 Assembly = 
Exhibition >= 
Electrical 14,720 6.70 aes 33 Food = 
Fed. Sales Tax Rebate a = = a Recreation = 
Sub-Total ‘A’ 99,291 45.20 oe 2.23 Supporting 
Data Processing — 
Shops aa 
Fees 9,929 4.50 = .22 Physical Plant a 
Miscellaneous 2,978 1.40 = -07 
Central Utility Fr 
Sub-Total ‘B’ 12,907 5.90 = -29 
Total NASF 0.0% 
Furniture 89,000 40.50 a 2.00 Non-Assignable 
Equipment 18,580 8.50 = 42 Custodial 
Circulation 
Sub-Total ‘C’ 107,580 48.90 = 2.42 Mechanical 
Rest Room 
Total Project Cost 219,778 100.00 = 4.94 Unassignable 


—————————— Eee 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: tot 
SUBMISSION DATE: 02/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


RESIDENCES 
ALTERATION 


ACTUAL 
COST 


ST. PATRICK’S COLLEGE ALTER 1976 
PROJECT NUMBER: CA063 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


16,080 
08/70 
08/70 — 02/71 
NORMAL 


% OF TOTAL 
NASF AREA 


20.6 


20.5 


100.0% 


ee ——————————————————————————— 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: CAO77 
RESIDENCES 
ALTERATION 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: til 


SUBMISSION DATE: 08/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


ST. PATRICK’S ALTERATIONS — 1971 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 08/71 
08/71 — 11/71 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


PES | 


3,557 


% OF TOTAL 
NASF AREA 


0.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: ST. PATRICK’S COLLEGE ALTER. 1969 NASF: 26,151 
PROJECT NUMBER: CA061 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: RESIDENCES NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 08/69 
UACP CODE: 7e—A1 CONSTRUCTION TIME: 08/69 — 10/69 
SUBMISSION DATE: 04/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 1,438 2.10 = .05 Classroom 12.4 
Site Develop. (Incl.) — — = — 
Alter’ns & Renova’ns oe = — SS Special Purpose 
Site Development 1,438 2.10 = .05 Research _— 
Laboratory a 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 3.0 
Int. Vert. Elements 
Multi-Storey Elements Library _ 
Interior Finishes 
Building Equipment Physical Education —_ 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 47,028 69.10 = 1.80 Audio Visual — 
Building Cost 47,028 69.10 = 1.80 Clinic — 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 4,626 6.80 = 18 Assembly = 
Exhibition — 
Electrical 4,071 6.00 = 16 Food 83.8 
Fed. Sales Tax Rebate = = = 2 Recreation 8 
Sub-Total ‘A’ 57,163 84.00 = 2.19 Supporting 
Data Processing — 
Shops — 
Fees 5,716 8.40 =< nae Physical Plant <= 
Miscellaneous 1,715 2.50 = .07 
Central Utility can 
Sub-Total ‘B’ 7,431 10.90 — -28 
Total NASF 100.0% 
Furniture 3,490 5.10 = 13 Non-Assignable 
Equipment Custodial 
Z Circulation 
Sub-Total ‘C’ 3,490 5.10 = 13 Mechanical 


Rest Room 


Total Project Cost 68,084 100.00 = 2.60 Unassignable 


Sciences Buildings 


It will be noted that there is no percentage space breakdown for the following 


projects: 
LA 04 
NC 03 
TOmas 
Opal? 
WE -05 


These projects were begun before the Department of University Affairs was in 
existence—Consequently, a facility analysis detail—or space breakdown do not 

exist for them as projects. It is a fact that the OUPRS provides a space use categori- 
zation for the building but it is not possible to interface, with accuracy, the 
building as it exists in 1969 with the project as it existed prior to 1964—conse- 
quently, no space percentage breakdown is provided. 
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PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: E.W.R. STEACIE BLDG. FOR CHEMISTRY 1965 NASF: 51,913 
PROJECT NUMBER: CA004 USE CATEGORY TYPE: GSF: 107,970 
BUILDING TYPE: SCIENCE LABORATORY NASF/GSF: 48 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 12/63 

UACP CODE: 7-2 220 100 CONSTRUCTION TIME: 04/64 — 09/65 
SUBMISSION DATE: 11/67 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
SSD 
Site Develop. (Excl.) 22,847 -60 -21 44 Classroom 21.9 
Site Develop. (Incl.) 82,753 2.30 ait 1.59 
Alter’ns & Renova’ns — a — — Special Purpose 
Site Development 105,600 2.90 .98 2.03 Research 13.7 
Laboratory 50.5 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 13.9 
Int. Vert. Elements 
Multi-Storey Elements Library re 
Interior Finishes 
Building Equipment 2,105 10 .02 04 Physical Education = 
Cash Allowance a _— _ — 
Built-in Equipment 207,573 5.80 1.92 4.00 Special Use 
Architectural 1,670,428 46.60 15.47 32.18 Audio Visual = 
Building Cost 1,880,106 52.50 17.41 36.22 Clinic = 
Demonstration i 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 902,088 25.20 8.35 17.38 Assembly ae 
Exhibition ae 
Electrical 241,738 6.70 2.24 4.66 Food a 
Fed. Sales Tax Rebate 139,657 3.90 1.29 2.69 Recreation = 
Sub-Total ‘A’ 2,989,875 83.50 27.69 57.59 Supporting 
Data Processing a 
Shops a 
Fees 176,161 4.90 1.63 3.39 Physical Plant eee 
Miscellaneous 40,916 ILO .38 -79 
Central Utility = 
Sub-Total ‘B’ 217,077 6.10 2.01 4.18 
Total NASF 100.0 
Furniture 115,584 3.20 1.07 2.23 Non-Assignable 
Equipment 260,000 7.30 2.41 5.01 Custodial 
, Circulation 
Sub-Total ‘C’ 375,584 10.50 3.48 71.23 Mechanical 
Rest Room 
Total Project Cost 3,582,536 100.00 33.18 69.01 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: PHYSICS BUILDING 1965 


PROJECT NUMBER: CA0O08 
BUILDING TYPE: SCIENCE 
NEW BUILDING 


PROJECT TYPE: 
UACP CODE: (hae 
SUBMISSION DATE: 02/70 


220 210 


USE CATEGORY TYPE: 
LABORATORY 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


56,161 
91,204 
-62 
01/65 
01/66 — 08/67 
NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 20.0 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research 14.9 
Laboratory 41.9 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 20.4 
Int. Vert. Elements 
Multi-Storey Elements Library 0.4 
Interior Finishes 
Building Equipment 37,000 1.20 -41 -66 Physical Education =i 
Cash Allowance = ae a = 
Built-in Equipment a =T = we Special Use 
Architectural 1,345 ,222 44.80 14.75 23.95 Audio Visual im 
Building Cost 1,382,222 46.00 15.16 24.61 Clinic ao 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 619,037 20.60 6.79 11.02 Assembly = 
Exhibition ae 
Electrical 403,319 13.40 4.42 7.18 Food 0.8 
Fed. Sales Tax Rebate 94,058 3.10 1.03 1.67 Recreation = 
Sub-Total ‘A’ 2,310,520 76.90 25.33 41.14 Supporting 
Data Processing 0.7 
Shops 1.0 
Fees 222,483 7.40 2.44 3.96 Physical Plant 
Miscellaneous 45,474 1.50 -50 81 
Central Utility a 
Sub-Total ‘B’ 267,957 8.90 2.94 4.77 
Total NASF 100.0 
Furniture 125,170 4,20 1.37 223 Non-Assignable 
Equipment 300,788 10.00 3.30 5.36 Custodial 
Circulation 
Sub-Total ‘C’ 425,958 14.20 4.67 7.58 Mechanical 
Rest Room 
Total Project Cost 3,004,435 100.00 32.94 53.50 Unassignable 


241 


242 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: CA019 


BUILDING TYPE: SCIENCE 
NEW BUILDING 


PROJECT TYPE: 
UACP CODE: aes 
SUBMISSION DATE: 02/70 


COST ELEMENT 


CONTROLLED ENVIRONMENT — 66 BIOLOGY 
USE CATEGORY TYPE: 
LABORATORY 


220 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


19,827 
51,970 
.38 
07/67 
08/67 — 08/68 
NORMAL 


% OF TOTAL 
NASF AREA 


————— 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL % OF TOTAL ACTUAL ACTUAL 
Cost COST $/GSF $/NASF 
17,101 90 .33 86 
17,101 90 .33 86 
10,364 50 .20 52 
49,500 2.50 95 2.50 

1,099,210 55.10 21.15 55.44 

1,159,074 58.10 22.30 58.46 

382,777 19.20 Wes 19.31 
225,665 11.30 4.34 11.38 
74,511 3.70 1.43 3.76 

1,710,106 85.80 32.91 86.25 
106,913 5.40 2.06 5.39 
107,150 5.40 2.06 5.40 
214,063 10.70 4.12 10.80 
20,000 1.00 .38 1.01 
50,000 2.50 96 2.52 
70,000 3.50 1.35 3.53 

1,994,169 100.00 38.37 100.58 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


92.0 


3.0 


100.0 


eg... 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT TYPE: 
UACP CODE: Ue 


SUBMISSION DATE: 09/69 


CROP SCIENCE-HERBICIDE 65 
PROJECT NUMBER: GU004 

BUILDING TYPE: SCIENCE 

NEW BUILDING 


USE CATEGORY TYPE: 
LABORATORY 
RESEARCH 

220 210 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


63,087 
106,069 
59 
07/66 
08/66 — 03/68 
BUSY 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 24,448 -50 .23 .39 Classroom 6.3 
Site Develop. (Incl.) 102,160 2.20 -96 1.62 
Alter’ns & Renova’ns — _ _ _ Special Purpose 
Site Development 126,608 2.70 1.19 2.01 Research 16.8 
Laboratory 59.4 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 16.2 
Int. Vert. Elements 
Multi-Storey Elements Library 1.4 
Interior Finishes 
Building Equipment 88,093 1.90 83 1.40 Physical Education a 
Cash Allowance 46,671 1.00 44 .74 
Built-in Equipment 260,824 5.50 2.46 4.13 Special Use 
Architectural 1,689,279 35.70 15.93 26.78 Audio Visual = 
Building Cost 2,084,867 44.10 19.66 33.05 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,204,383 25.40 11.35 19.09 Assembly = 
Exhibition ae 
Electrical 600,125 12.70 5.66 9751 Food = 
Fed. Sales Tax Rebate 168,441 3.60 1.59 2.67 Recreation a 
Sub-Total ‘A’ 3,847,542 81.30 36.27 60.99 Supporting 
Data Processing — 
Shops = 
Fees 250,172 5.30 2.36 3.97 Physical Plant = 
Miscellaneous 69,480 1.50 .66 1.10 
Central Utility 7 
Sub-Total ‘B’ 319,652 6.80 3.01 5.07 
Total NASF 100.0 
Furniture 116,684 2.50 1.10 1.85 Non-Assignable 
Equipment 448 ,998 9.50 4.23 7.12 Custodial 
Circulation 
Sub-Total ‘C’ 565,682 12.00 5.33 8.97 Mechanical 
Rest Room 
Total Project Cost 4,732,876 100.00 44.62 75.02 Unassignable 


243 


244 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ANIMAL SCI-NUTRITION GU20 NASF: 98,724 
PROJECT NUMBER: GUO005 USE CATEGORY TYPE: GSF: 208,850 
BUILDING TYPE: SCIENCE LABORATORY NASF/GSF: 47 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 09/66 
UACP CODE: 7—2 220 810 CONSTRUCTION TIME: 10/66 — 04/69 
SUBMISSION DATE: 09/70 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
On Se eee ee ee ee ee ee EEE EEE eee Ee 
Site Develop. (Excl.) 25,524 .30 Alp? .26 Classroom 5.2 
Site Develop. (Incl.) 352,092 4.00 1.69 3.57 
Alter’ns & Renova’ns — = —— — Special Purpose 
Site Development 377,616 4.30 1.81 3.82 Research 11.3 
Laboratory 53.3 
Indirect & Gen’l] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 21.2 
Int. Vert. Elements 
Multi-Storey Elements Library 2.1 
Interior Finishes 
Building Equipment 76,312 .90 sot are! Physical Education a 
Cash Allowance 66,885 .80 .32 .68 
Built-in Equipment 761,263 8.60 3.65 Wier Special Use 
Architectural 3,169,339 35.80 15.18 32.10 Audio Visual ary 
Building Cost 4,073,799 46.00 19.51 41.26 Clinic =o 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 2,332,797 26.30 ala lente 23.63 Assembly so 
Exhibition 4 
Electrical 885,028 10.00 4.24 8.96 Food 1.5 
Fed. Sales Tax Rebate 282,283 3.20 1.35 2.86 Recreation = 
Sub-Total ‘A’ 7,386,957 83.40 35.37 74.82 Supporting 
Data Processing 5.5 
Shops = 
Fees 531,616 6.00 2.55 5.38 Physical Plant = 
Miscellaneous 114,963 1.30 55 1.16 
Central Utility a 
Sub-Total ‘B’ 646,579 7.30 3.10 6.55 
Total NASF 100.0 
Furniture 172,416 1.90 83 1.75 Non-Assignable 
Equipment 649,413 7.30 S21 6.58 Custodial 
A Circulation 
Sub-Total ‘C’ 821,829 9.30 3.94 8.32 Mechanical 


Rest Room 


Total Project Cost 8,855,365 100.00 42.40 89.70 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT TYPE: 
UACP CODE: nom 
SUBMISSION DATE: 09/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


SWINE CLINIC — 67 
PROJECT NUMBER: GU025 

BUILDING TYPE: SCIENCE 

NEW BUILDING 


ACTUAL 


COST 


31,894 
1,650 
33,544 


10,686 
2,000 
42,660 
245,298 
300,644 


123,911 


54,916 
20,700 


492,315 
38,707 
9,142 
47,849 
8,013 
79,268 


87,281 


627,445 


220 


% OF TOTAL 


USE CATEGORY TYPE: 
LABORATORY 


ACTUAL 
$/GSF 


atid 
14 
3.06 
17.59 
21.56 


8.89 


3.94 


1.48 


35.30 


2.78 


3.43 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


7,343 
13,945 
53 
07/68 
09/68 — 09/69 
NORMAL 


% OF TOTAL 
NASF AREA 


6.1 


100.0 


245 


246 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT TYPE: 
UACP CODE: ater 
SUBMISSION DATE: 10/70 


COST ELEMENT 


ANIMAL HOLDING UNIT 
PROJECT NUMBER: GU026 

BUILDING TYPE: SCIENCE 

NEW BUILDING 


USE CATEGORY TYPE: 
LABORATORY 


220 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


6,634 
10,645 
-62 
07/68 
08/68 — 09/69 
NORMAL 


% OF TOTAL 
NASF AREA 


SS SD 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL % OF TOTAL ACTUAL ACTUAL 
COST COST $/GSF $/NASF 
6,285 1.60 69 95 
30,422 7.90 2.86 4.59 
36,707 9.60 3.45 5.53 
16,521 4.30 1.65 2.49 
1,500 40 14 23 
176,651 46.10 16.59 26.63 
194,672 50.80 18.29 29.34 
86,190 22.50 8.10 12.99 
27,922 7.30 2.62 4.21 
13.451 3.50 1.26 2.03 
332,040 86.70 31.19 50.05 
22,892 6.00 2.15 3.45 
12.341 3.20 1.16 1.86 
35,233 9.20 3.31 5.31 
3,194 80 .30 48 
12.655 3.30 1.19 1.91 
15,849 4.10 1.49 2.39 
383,122 100.00 35.99 57.75 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
“Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


100.0 


eee SSS ls sss ss sss 


PROJECT COST/SPACE RECORD 


PROJECT NAME: PHYSICAL SCIENCES COMBINED GU07 & GU32 
PROJECT NUMBER: GU732 
BUILDING TYPE: SCIENCE 

NEW BUILDING 


PROJECT TYPE: 
UACP CODE: tf meee? 
SUBMISSION DATE: 05/71 


USE CATEGORY TYPE: 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


112,602 
204,067 
55 
06/67 
07/67 — 08/69 
NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 64,267 80 31 57 Classroom 
Site Develop. (Incl.) 123,657 1.50 61 1.10 
Alter’as & Renova’ns 19,400 -20 10 AT Special Purpose 
Site Development 207,324 2.50 1.02 1.84 Research 
Laboratory 
Indirect & Gen’| Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment 134,839 1.60 .66 1.20 Physical Education 
Cash Allowance 94,293 1.10 46 84 
Built-in Equipment 733,008 8.80 3.59 6.51 Special Use 
Architectural 3,409,870 41.00 16.71 30.28 Audio Visual 
Building Cost 4,372,010 52.50 21.42 38.83 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,738,746 20.90 8.52 15.44 Assembly 
Exhibition 
Electrical 681,517 8.20 3.34 6:05 Food 
Fed. Sales Tax Rebate 256,068 3.10 1.25 2.27 Recreation 
Sub-Total ‘A’ 6,743,529 81.00 33.05 59.89 Supporting 
Data Processing 
Shops 
Fees 477,347 5.70 2.34 4.24 Physical Plant 
Miscellaneous 92,714 1.10 .45 82 
Central Utility 
Sub-Total ‘B’ 570,061 6.80 2.79 5.06 
Total NASF 
Furniture 343,455 4.10 1.68 3.05 Non-Assignable 
Equipment 668 243 8.00 3.27 5.93 Custodial 
Circulation 
Sub-Total ‘C’ 1,011,698 12.20 4.96 8.98 Mechanical 
Rest Room 
Total Project Cost 8,325,288 100.00 40.80 73.94 Unassignable 


247 


248 


PROJECT COST/SPACE RECORD 


PROJECT NAME: SCIENCE BUILDING — 1 — 65 
PROJECT NUMBER: LA004 

BUILDING TYPE: SCIENCE 

PROJECT TYPE: NEW BUILDING 

UACP CODE: i 

SUBMISSION DATE: 06/68 


ACTUAL 
COST ELEMENT COST 
Site Develop. (Excl.) 69,296 
Site Develop. (Incl.) = 
Alter’ns & Renova’ns _— 
Site Development 69,296 
Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment _— 
Cash Allowance 13,485 
Built-in Equipment — 
Architectural 
Building Cost 1,490,413 
Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 
Electrical 
Fed. Sales Tax Rebate 63,975 
Sub-Total ‘A’ 1,495,734 
Fees 113,036 
Miscellaneous 2,491 
Sub-Total ‘B’ 115,527 
Furniture —_— 
Equipment 138,435 
Sub-Total ‘C’ 138,435 
Total Project Cost 1,749 696 


————_--—-————— CC rr eee 


USE CATEGORY TYPE: 


LABORATORY 


220 


% OF TOTAL 


COST 


4.00 


4.00 


85.20 


ACTUAL ACTUAL 
$/GSF $/NASF 
1.01 1.67 
1.01 1.67 
20 32 

21.68 35.90 

93 1.54 
21.76 36.03 
1.64 2.72 
104 06 
1.68 2.78 
2.01 3.33 
2.01 3.33 
25.45 42.15 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


41,514 
68,740 
-60 
05/63 
05/63 — 08/64 


% OF TOTAL 
NASF AREA 


249 


PROJECT COST/SPACE RECORD 22/SEP/71 


PROJECT NAME: GENERAL SCIENCES—65 NASF: 37,093 
PROJECT NUMBER: MC003 USE CATEGORY TYPE: GSF: 58,942 
BUILDING TYPE: SCIENCE LABORATORY NASF/GSF: .63 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 10/62 
UACP CODE: ene’ 220 CONSTRUCTION TIME: 12/62 — 05/64 
SUBMISSION DATE: 11/67 MARKET CONDITION: 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


SS 


Site Develop. (Excl.) 28,106 1.50 48 .76 Classroom 
Site Develop. (Incl.) 4,500 -20 .08 A 
Alter’ns & Renova’ns — — — —— Special Purpose 
Site Development 32,606 1.70 55 88 Research 
Laboratory 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment _ — — — Physical Education 
Cash Allowance 21,500 T1LO0 .36 58 
Built-in Equipment 3,800 .20 .06 10 Special Use 
Architectural 704,125 36.60 11.95 18.98 Audio Visual 
Building Cost 729,425 37.90 12.38 19.66 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 395,921 20.60 6.72 10.67 Assembly 
" Exhibition 
Electrical 225,250 a yi?) 3.82 6.07 Food 
Fed. Sales Tax Rebate — — == = Recreation 
Sub-Total ‘A’ 1,383,202 71.90 23.47 37.29 Supporting 
Data Proeessing 
Shops 
Fees 81,306 4.20 1.38 2.19 Physical Plant 
Miscellaneous 24,600 1.30 42 .66 
Central Utility 
Sub-Total ‘B’ 105,906 5.50 1.80 2.86 
Total NASF 
Furniture 29,763 1.50 -50 80 Non-Assignable 
Equipment 404,363 21.00 6.86 10.90 Custodial 
Circulation 
Sub-Total ‘C’ 434,126 22.60 7.37 11.70 Mechanical 


Rest Room 


Total Project Cost 1,923,234 Unassignable 


250 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: MCO012 


BUILDING TYPE: SCIENCE 
NEW BUILDING 


PROJECT TYPE: 
UACP CODE: q.-2 
SUBMISSION DATE: 11/70 


COST ELEMENT 


SENIOR SCIENCES COMPLEX—65 


ACTUAL 


COST 


220 


% OF TOTAL 
COST 


USE CATEGORY TYPE: 
LABORATORY 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


148 ,048 
263,888 
56 
04/65 
04/65 — 03/68 
NORMAL 


% OF TOTAL 
NASF AREA 


RR 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


81,759 


81,759 


49,460 
70,000 
728,394 
3,088,432 
3,936,286 


2,241,216 


881,731 


7,140,992 


411,582 
229,466 


641,048 
552,716 
1,627,241 


2,179,957 


9,961,997 


-80 


80 


-31 


31 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


8.2 


100.0 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 


NUCLEAR SCI BLDG 1—65 
MCO021 

SCIENCE 

NEW BUILDING 


UACP CODE: 7-1 
SUBMISSION DATE: 11/67 


ACTUAL 

COST ELEMENT COST 

Site Develop. (Excl.) 141,170 

Site Develop. (Incl.) = 

Alter’ns & Renova’ns = 
Site Development 141,170 

Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 26,276 

Cash Allowance 25,155 

Built-in Equipment = 

Architectural 405,896 
Building Cost 457,327 

Plumbing & Drains 

Heat. Vent. & Cond. 
Mechanical 136,109 

Electrical 182,394 

Fed. Sales Tax Rebate = 
Sub-Total ‘A’ 917,000 

Fees 46,672 

Miscellaneous 53,778 
Sub-Total ‘B’ 100,450 

Furniture 4,000 

Equipment 2,529,000 
Sub-Total ‘C’ 2,533,000 
Total Project Cost 3,550,450 


a 


USE CATEGORY TYPE: 


LABORATORY 


220 


% OF TOTAL 
COST 


4.00 


4.00 


ACTUAL 
$/GSF 


6.31 


6.31 


ACTUAL 
$/NASF 


8.63 


8.63 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


16,366 
22,384 
73 
04/67 
06/67 — 09/68 


% OF TOTAL 
NASF AREA 


94.6 


100.0 


py | 


252 


PROJECT COST/SPACE RECORD 


PROJECT NAME: APPLIED DYNAMICS LABORATORY 1 1966 

PROJECT NUMBER: MC033 USE CATEGORY TYPE: 
BUILDING TYPE: SCIENCE LABORATORY 
PROJECT TYPE: NEW BUILDING 

UACP CODE: 71-2 220 


SUBMISSION DATE: 12/68 


ACTUAL % OF TOTAL ACTUAL 

COST ELEMENT COST COST $/GSF 

Site Develop. (Excl.) 49,157 6.30 2.29 

Site Develop. (Incl.) — = ses 

Alter’ns & Renova’ns — — a 
Site Development 49,157 6.30 2.29 

Indirect & Gen’l Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment — ae = 

Cash Allowance 19,736 2.50 OZ 

Built-in Equipment = as —_ 

Architectural 315,410 40.40 14.69 
Building Cost 335,146 43.00 15.61 

Plumbing & Drains 

Heat. Vent. & Cond. 
Mechanical 144,000 18.50 6.71 

Electrical 130,000 16.70 6.06 

Fed. Sales Tax Rebate ca == = 
Sub-Total ‘A’ 658 ,303 84.40 30.67 

Fees 40,000 5.10 1.86 

Miscellaneous 18,697 2.40 87 
Sub-Total ‘B’ 58,697 7.50 2.73 

Furniture 37,000 4.70 1.72 

Equipment 26,000 3.30 Pak 
Sub-Total ‘C’ 63,000 8.10 2.94 
Total Project Cost 780,000 100.00 36.34 


ACTUAL 
$/NASF 


3.19 


3.19 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


15,432 
21,464 
712 
05/67 
08/67 — 06/68 
NORMAL 
% OF TOTAL 
NASF AREA 
14.0 
83.6 
2.2 
100.0 


PROJECT COST/SPACE RECORD 


PROJECT NAME: LIFE SCIENCES 
PROJECT NUMBER: MC046 
BUILDING TYPE: SCIENCE 


PROJECT TYPE: 
UACP CODE: 7-1 
SUBMISSION DATE: 11/70 


NEW BUILDING 


220 210 


USE CATEGORY TYPE: 
LABORATORY 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


64,376 
105,220 
-61 
08/70 
10/70 — 05/72 
NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 500 .O1 Classroom 2.8 
Site Develop. (Incl.) 73,875 1.50 -70 TLS 
Alter’ns & Renova’ns == — = —. Special Purpose 
Site Development 74,375 1.60 sifel 1.16 Research 36.9 
Laboratory 43.0 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 9.5 
Int. Vert. Elements 
Multi-Storey Elements Library 2.8 
Interior Finishes 
Building Equipment 10,904 -20 10 oe Physical Education a 
Cash Allowance 120,750 2.50 1.15 1.88 
Built-in Equipment 285,960 6.00 ene 4.44 Special Use 
Architectural 1,758,109 36.80 16.71 27.31 Audio Visual ar 
Building Cost 2,175,723 45.50 20.68 33.80 Clinic a 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 997,324 20.90 9.48 15.49 Assembly = 
Exhibition oe 
Electrical 387,870 8.10 3.69 6:03 Food = 
Fed. Sales Tax Rebate =. = = = Recreation 4.7 
Sub-Total ‘A’ 3,635,292 76.10 34.55 56.47 Supporting 
Data Processing — 
Shops 0.2 
Fees 329,409 6.90 3.13 5.12 Physical Plant mae 
Miscellaneous 109,059 2.30 1.04 1.69 
Central Utility ez 
Sub-Total ‘B’ 438,468 9.20 4.17 6.81 
Total NASF 100.0 
Furniture 105,600 2.20 1.00 1.64 Non-Assignable 
Equipment 600,300 12.60 5.71 9.32 Custodial 
Circulation 
Sub-Total ‘C’ 705,900 14.80 6.71 10.97 Mechanical 
Rest Room 
Total Project Cost 4,779,660 100.00 45.43 74.25 Unassignable 


253 


254 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: OT034 


BUILDING TYPE: SCIENCE 
NEW BUILDING 


PROJECT TYPE: 
UACP CODE: 7-2 
SUBMISSION DATE: 08/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


NEW CHILD STUDY CENTRE 1967 


22/SEP/71 
NASF: 37,581 
USE CATEGORY TYPE: GSF: 62,205 
LABORATORY NASF/GSF: -60 
TENDER/ESTIMATE DATE: 03/69 
220 100 CONSTRUCTION TIME: 05/69 — 06/70 
MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
ee eee 
78,000 3.30 1.25 2.08 Classroom 25.8 
58,366 2.50 94 1.55 
12,000 -50 wil?) 32 Special Purpose 
148,366 6.30 2.39 3.95 Research = 
Laboratory 42.4 
Dry Lab 
Wet Lab 
Office 10.6 
Library = 
96,900 4.10 1.56 2.58 Physical Education = 
51,150 2.20 82 1.36 
5,600 -20 .09 15 Special Use 
1,041,450 44.50 16.74 PA leg ial Audio Visual a9 
1,195,100 51.00 19.21 31.80 Clinic 6.2 
Demonstration = 
General Use 
368,800 15.70 5.93 9.81 Assembly 5.5 
Exhibition = 
198,000 8.50 3.18 5.27 Food thet 
54,968 2.30 88 1.46 Recreation —— 
1,855,298 79.20 29.83 49.37 Supporting 
Data Processing = 
Shops = 
130,497 5.60 2.10 3.47 Physical Plant a 
33,654 1.40 54 .90 
Central Utility ats 
164,151 7.00 2.64 4.37 
Total NASF 100.0 
119,130 5.10 1.92 3.17 Non-Assignable 
203,334 8.70 3.27 5.41 Custodial 
- Circulation 
322,464 13.80 5.18 8.58 Mechanical 
Rest Room 
2,341,913 100.00 37.65 62.32 Unassignable 


Total Project Cost 


eee SSS sss 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: QUO01 
BUILDING TYPE: SCIENCE 


PROJECT TYPE: 
UACP CODE: 7-2 
SUBMISSION DATE: 10/67 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


BIOLOGY-65 


NEW BUILDING 


22/SEP/71 
NASF: 80,718 
USE CATEGORY TYPE: GSF: 140,226 
LABORATORY NASF/GSF: -58 
TENDER/ESTIMATE DATE: 10/63 
220 CONSTRUCTION TIME: 10/63 — 02/65 
MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
61,457 2.10 44 -76 Classroom 5.2 
= = = — Special Purpose 
61,457 2.10 44 -76 Research 6.3 
Laboratory 72.9 
Dry Lab 
Wet Lab 
Office ip rs 
Library = 
384,000 13.10 2.74 4.76 Physical Education _— 
28 ,482 1.00 -20 .35 
42,000 1.40 .30 52 Special Use 
1,119,220 38.10 7.98 13.87 Audio Visual 0.6 
1,573,702 53.60 a0 22 19.50 Clinic _ 
Demonstration — 
General Use 
531,547 18.10 3.79 6.59 Assembly —— 
E Exhibition 1.8 
169,000 5.80 1.21 2.09 Food a 
90,206 3.10 64 a2 Recreation 12 
2,245,500 76.50 16.01 27.82 Supporting 
Data Processing — 
Shops = 
157,223 5.40 1.12 1.95 Physical Plant _ 
28,309 1.00 -20 .35 
Central Utility == 
185,532 6.30 1.32 2.30 
Total NASF 100.0 
99,432 3.40 Ai BE 1.23 Non-Assignable 
406,000 13.80 2.90 5.03 Custodial 
Circulation 
505,432 17.20 3.60 6.26 Mechanical 
Rest Room 
2,936,464 100.00 20.94 36.38 Unassignable 


Total Project Cost 


255 


256 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: PHYSICS—65 NASF: 75,516 
PROJECT NUMBER: QU003 USE CATEGORY TYPE: GSF: 133,770 
BUILDING TYPE: SCIENCE LABORATORY NASF/GSF: -56 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 07/62 
UACP CODE: 7-2 220 CONSTRUCTION TIME: 08/62 — 11/64 
SUBMISSION DATE: 10/67 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 130,626 3.70 98 1.73 Classroom 17.3 
Site Develop. (Incl.) am — _ _ 
Alter’ns & Renova’ns _- —_— — — Special Purpose 
Site Development 130,626 3.70 .98 1.73 Research 3.5 
Laboratory 49.3 
Indirect & Gen’] Exp Dry Lab 
Substructure : Wet Lab 
Horizontal Elements 
Exterior Cladding Office 14.8 
Int. Vert. Elements 
Multi-Storey Elements Library 4.3 
Interior Finishes 
Building Equipment an = ma == Physical Education = 
Cash Allowance 754,035 21.50 5.64 9.99 
Built-in Equipment —_ _ a — Special Use 
Architectural 1,118,509 31.80 8.36 14.81 Audio Visual 0.1 
Building Cost 1,872,544 53.30 14.00 24.80 Clinic = 
Demonstration _ 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 672,132 19.10 5.02 8.90 Assembly — 
Exhibition oe 
Electrical 343,562 9.80 2.57 4.55 Food = 
Fed. Sales Tax Rebate 34,679 1.00 -26 46 Recreation 1.6 
Sub-Total ‘A’ 2,984,185 84.90 22.31 39.52 Supporting 
Data Processing <= 
Shops es 
Fees 186,947 5.30 1.40 2.48 Physical Plant 8.6 
Miscellaneous 10,814 .30 .08 14 
Central Utility ae 
Sub-Total ‘B’ 197,761 5.60 1.48 2.62 
Total NASF 100.0 
Furniture 89,137 2.50 67 banks} Non-Assignable 
Equipment 244,048 6.90 1.82 3.23 Custodial 
- Circulation 
Sub-Total ‘C’ 333,185 9.50 2.49 4.41 Mechanical 
Rest Room 
Total Project Cost 3,515,131 100.00 26.28 46.55 Unassignable 


py! 
eee Sees 


PROJECT COST/SPACE RECORD 


PROJECT NAME: ANIMAL VIVARIUM 
PROJECT NUMBER: QU027 

BUILDING TYPE: SCIENCE 

PROJECT TYPE: NEW BUILDING 
UACP CODE: 7-1 

SUBMISSION DATE: 01/69 


USE CATEGORY TYPE: 


ACTUAL % OF TOTAL ACTUAL ACTUAL 


COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) — = i <i Classroom = 


Site Develop. (Incl.) 40,883 4.20 1.63 2.58 
Alter’ns & Renova’ns ta = Ce a 
Site Development 40,883 4.20 1.63 2.58 


Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 

Cash Allowance 

Built-in Equipment 

Architectural 465,176 47.40 18.51 29.40 
Building Cost 465,176 47.40 18.51 29.40 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 217,500 22.20 8.65 13.75 
Electrical 73,660 7.50 2.93 4.66 
Fed. Sales Tax Rebate 31,889 3.30 eo 2.02 
Sub-Total ‘A’ 765,330 78.00 30.45 48.37 
Fees 47,833 4.90 1.90 3.02 
Miscellaneous 34,916 3.60 1.39 2.21 
Sub-Total ‘B’ 82,749 8.40 3.29 5.23 
Furniture = oS ps 7 
Equipment 132,811 13.50 5.28 8.39 
Sub-Total ‘C’ 132,811 13.50 5.28 8.39 


Total Project Cost 980,890 100.00 39.03 61.99 


ee 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


06/67 
09/67 — 09/68 
NORMAL 


% OF TOTAL 


100.0 


258 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: QU037 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 5 

SUBMISSION DATE: 03/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


eS SSS ener Eee 


MATHEMATICS BUILDING 


ACTUAL 
COST 


1,400 
139,606 


141,006 


183,546 
303,598 
258,749 
139,852 
98,293 
57,882 
105,031 
61,006 
105,502 


1,313,459 
93,874 
422,669 
516,543 


214,186 
87,352 


2,097,842 
144,875 
59,942 
204,817 
143,000 
192,500 


335,500 


2,638,159 


USE CATEGORY TYPE: 


CLASSROOM 
100 300 


% OF TOTAL 
COST 


10 
5.30 


5.30 


7.00 
11.50 
9.80 
5.30 
3.70 
2.20 
4.00 


2.30 
4.00 


49.80 

3.60 
16.00 
19.60 


8.10 
3.30 


79.50 
5.50 
2.30 


7.80 


ACTUAL 
$/GSF 


.02 
1.86 


1.88 


ACTUAL 
$/NASF 


.03 
3.35 


3.39 


4.41 
7.29 


22/SEP/71 

NASF: 41,640 
GSF: 75,102 
NASF/GSF: 55 


TENDER/ESTIMATE DATE: 10/67 
CONSTRUCTION TIME: 11/68 — 09/69 
MARKET CONDITION: 


% OF TOTAL 

USE CATEGORY NASF AREA 
Classroom 36.1 
Special Purpose 

Research bee 

Laboratory 4.0 

Dry Lab 
Wet Lab 

Office 29.4 
Library 23.6 
Physical Education = 
Special Use 

Audio Visual 2.9 

Clinic = 

Demonstration —_ 
General Use 

Assembly Cs 

Exhibition — 

Food = 

Recreation — 
Supporting 

Data Processing 4.0 

Shops = 

Physical Plant = 
Central Utility = 
Total NASF 100.0 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 


: 259 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ZOOLOGY BUILDING NASF: 139,590 
PROJECT NUMBER: TOO15 USE CATEGORY TYPE: GSF: 251,376 
BUILDING TYPE: SCIENCE NASF/GSF: -56 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 11/62 
UACP CODE: 7-2 CONSTRUCTION TIME: 01/63 — 07/65 
SUBMISSION DATE: 11/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 

COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 

Site Develop. (Excl.) 44,006 -60 18 -32 Classroom 

Site Develop. (Incl.) 99,650 1.30 -40 -71 

Alter’ns & Renova’ns = _ _ _ Special Purpose 
Site Development 143,656 1.90 57 1.03 Research 

Laboratory 

Indirect & Gen’] Exp Dry Lab 

Substructure Wet Lab 

Horizontal Elements 

Exterior Cladding Office 

Int. Vert. Elements 

Multi-Storey Elements Library 


Interior Finishes 


Building Equipment — — _— Physical Education 


Cash Allowance 68,840 90 wth 49 
Built-in Equipment — a = — Special Use 
Architectural 2,395,573 31.80 9.53 17.16 Audio Visual 
Building Cost 2,464,413 32.70 9.80 17.65 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,714,932 22.80 6.82 12.29 Assembly 
Exhibition 
Electrical 712,669 9.50 2.84 5.11 Food 
Fed. Sales Tax Rebate 111,353 1.50 44 80 Recreation 
Sub-Total ‘A’ 4,924,317 65.40 19.59 35.28 Supporting 
Data Processing 
Shops 
Fees 392,884 5.20 1.56 2.81 Physical Plant 
Miscellaneous 159,974 2.10 -64 1.15 
Central Utility 
Sub-Total ‘B’ 552,858 7.30 2.20 3.96 
Total NASF 
Furniture 1,513,315 20.10 6.02 10.84 Non-Assignable 
Equipment 540,000 7.20 2.15 3.87 Custodial 
Circulation 
Sub-Total ‘C’ 2,053,315 27.30 8.17 14.71 Mechanical 
Rest Room 
Total Project Cost 7,530,490 100.00 29.96 53.95 Unassignable 


———— 


260 


PROJECT COST/SPACE RECORD 


PROJECT NAME: PHYSICS BLDG. 
PROJECT NUMBER: TOO17 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 71-2 
SUBMISSION DATE: 10/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


LT 


ACTUAL 
COST 


151,000 
98,387 


249,387 


117,156 
96,402 


5,492,599 
5,706,157 


1,865,019 


1,070,537 
405,711 


8,485,389 
622,389 
374,292 
996,681 
656,097 

1,065,000 


1,721,097 


11,203,167 


USE CATEGORY TYPE: 
LABORATORY 


220 


% OF TOTAL ACTUAL 
COST $/GSF 
1.30 52 
.90 .34 
2.20 85 
1.00 40 
90 33 
49.00 18.76 
50.90 19.49 
16.60 6.37 
9.60 3.66 
3.60 1.39 
75.70 28.98 
5.60 2.13 
3.30 1.28 
8.90 3.40 
5.90 2.24 
9.50 3.64 
15.40 5.88 
100.00 38.26 


ACTUAL 
$/NASF 


1.12 
-73 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


135,186 
292,828 
-46 
04/64 
05/64 — 01/66 
NORMAL 


% OF TOTAL 
NASF AREA 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: NEW BUILDING 
UACP CODE: T-1 
SUBMISSION DATE: 04/68 


ERO004 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


1,936 


1,936 


50,798 
50,798 


18,709 


7,484 
3,151 


75,776 


2,600 


2,600 
13,300 


13,300 


91,676 


LABORATORY — GROUNDS BUILDING 


USE CATEGORY TYPE: 
LABORATORY 


220 


% OF TOTAL ACTUAL ACTUAL 
COST $/GSF $/NASF 
2.10 54 at i! 
2.10 -54 SOY 
55.40 14.19 20.13 
55.40 14.19 20.13 
20.40 5.23 7.42 
8.20 2.09 2:07) 
3.40 -88 1.25 
82.70 21.17 30.03 
2.80 -73 1.03 
2.80 -73 1.03 
14.50 3.72 5.27 
14.50 3.72 5.27 

100.00 25.61 36.34 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


2,523 
3,580 
-70 
03/68 
05/68 — 08/68 
NORMAL 


% OF TOTAL 
NASF AREA 


15.5 


100.0 


SSS 


261 


262 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: CHEMISTRY BLDG. & MECH. SERVICES EAST NASF: 45,965 
PROJECT NUMBER: TRO11 USE CATEGORY TYPE: GSF: 90,756 
BUILDING TYPE: SCIENCE LABORATORY NASF/GSF: 51 
PROJECT TYPE: NEW BUILDING RESEARCH TENDER/ESTIMATE DATE: 01/67 
UACP CODE: 7-2 220 210 CONSTRUCTION TIME: 04/67 — 01/69 
SUBMISSION DATE: 02/70 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 323,412 5.60 3.56 71.04 Classroom 7.5 
Site Develop. (Incl.) 341,784 5.90 Sour, 7.44 
Alter’ns & Renova’ns a = sane =a Special Purpose 
Site Development 665,196 11.40 7.33 14.47 Research 19.0 
Laboratory 46.5 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 8.6 
Int. Vert. Elements 
Multi-Storey Elements Library coe 
Interior Finishes 
Building Equipment — ame a a Physical Education — 
Cash Allowance 38,461 -70 42 .84 
Built-in Equipment 503,626 8.70 5.55 10.96 Special Use 
Architectural 2,077,072 35.70 22.89 45.19 Audio Visual a 
Building Cost 2,619,159 45.00 28.86 56.98 Clinic 0.4 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,109,617 19.10 12.23 24.14 Assembly a 
Exhibition =, 
Electrical 419,184 7.20 4.62 9.12 Food e 
Fed. Sales Tax Rebate 134,692 2.30 1.48 2.93 Recreation 4.4 
Sub-Total ‘A’ 4,678,464 80.40 51.55 101.78 Supporting 
Data Processing — 
Shops 3.3 
Fees 411,241 7.10 4.53 8.95 Physical Plant = 
Miscellaneous 42,263 -70 AT 92 
Central Utility 10.3 
Sub-Total ‘B’ 453,504 7.80 5.00 9.87 
Total NASF 100.0 
Furniture 80,083 1.40 88 1.74 Non-Assignable 
Equipment 605,000 10.40 6.67 13.16 Custodial 
3 Circulation 
Sub-Total ‘C’ 685,083 11.80 7.55 14.90 Mechanical 
Rest Room 
Total Project Cost 5,817,051 100.00 64.10 126.55 Unassignable 


263 
a nnn en i ccc a eater 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 


CHEMISTRY & BIOLOGY 65 
WAOO1 

SCIENCE 

NEW BUILDING 


UACP CODE: 7-2 
SUBMISSION DATE: 06/68 
ACTUAL 
COST ELEMENT COST 
Site Develop. (Excl.) _ 
Site Develop. (Incl.) 40,375 
Alter’ns & Renova’ns _ 
Site Development 40,375 
Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment — 
Cash Allowance _ 
Built-in Equipment 154,787 
Architectural 1,872,058 
Building Cost 2,026,845 
Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 1,085,739 
Electrical 417,437 
Fed. Sales Tax Rebate 143,615 
Sub-Total ‘A’ 3,426,781 
Fees 216,830 
Miscellaneous 60,167 
Sub-Total ‘B’ 276,997 
Furniture 628,000 
Equipment 410,000 
Sub-Total ‘C’ 1,038,000 
Total Project Cost 4,741,778 


USE CATEGORY TYPE: 


LABORATORY 
220 210 
% OF TOTAL ACTUAL 
COST $/GSF 
-90 23 
-90 23 
3.30 -90 
39.50 10.84 
42.70 11.74 
22.90 6.29 
8.80 2.42 
3.00 83 
72.30 19.84 
4.60 1.26 
1.30 35 
5.80 1.60 
13.20 3.64 
8.60 2.37 
21.90 6.01 
100.00 27.46 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


10/63 
11/63 — 12/65 


% OF TOTAL 
NASF AREA 
9.4 


24.9 
56.2 


8.6 


100.0 
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PROJECT COST/SPACE RECORD o2iSe eres 
PROJECT NAME: MATH. & COMPUTER BLDG. 65 NASF: 189,117 
PROJECT NUMBER: WAO17 USE CATEGORY TYPE: GSF: 299,905 
BUILDING TYPE: SCIENCE OFFICE NASF/GSF: 63 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 08/66 
UACP CODE: 7-1 300 810 CONSTRUCTION TIME: 09/66 — 12/68 
SUBMISSION DATE: 11/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Se EE eee ee ee ee 
Site Develop. (Excl.) os = = a Classroom 23.9 
Site Develop. (Incl.) 81,000 1.30 Path 43 
Alter’ns & Renova’ns _ oS = = Special Purpose 
Site Development 81,000 1.30 Atl 43 Research Te 
Laboratory 3.6 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 40.5 
Int. Vert. Elements 
Multi-Storey Elements Library 1.2 
Interior Finishes 
Building Equipment 67,000 1.10 .22 .35 Physical Education = 
Cash Allowance 179,000 2.80 .60 95 
Built-in Equipment _ _ — = Special Use 
Architectural 3,329,000 52.50 11.10 17.60 Audio Visual 7 
Building Cost 3,575,000 56.40 11.92 18.90 Clinic ad 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,094,000 17.30 3.65 5.78 Assembly ps 
Exhibition oa 
Electrical 702,000 11.10 2.34 3.71 Food 0.1 
Fed. Saies Tax Rebate 218,080 3.40 73 1.15 Recreation 10.5 
Sub-Total ‘A’ 5,233,920 82.60 17.45 27.68 Supporting 
Data Processing 19.0 
Shops 0.6 
Fees 327,100 5.20 1.09 1.73 Physical Plant 3 
Miscellaneous 163,550 2.60 -55 86 
Central Utility pe 
Sub-Total ‘B’ 490,650 7.70 1.64 2.59 
Total NASF 100.0 
Furniture 512,000 8.10 1.71 2,71 Non-Assignable 
Equipment 100,000 1.60 33 53 Custodial 
Circulation 
Sub-Total ‘C’ 612,000 9.70 2.04 3.24 Mechanical 
Rest Room 
Total Project Cost 6,336,570 100.00 21.13 33.51 Unassignable 


—_—_—_—ee————— 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WE003 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 7-2 
SUBMISSION DATE: 11/67 


CHEMISTRY BUILDINGS—65 


ACTUAL 


% OF TOTAL 


USE CATEGORY TYPE: 
RESEARCH 
LABORATORY 

210 210 220 220 


ACTUAL 
$/GSF 


$ 


ACTUAL 
/NASF 


22/SEP/71 

NASF: 56,626 
GSF: 92,552 
NASF/GSF: 61 


TENDER/ESTIMATE DATE: 10/63 
CONSTRUCTION TIME: 10/63 — 11/65 
MARKET CONDITION: BUSY 


% OF TOTAL 


COST ELEMENT COST COST USE CATEGORY NASF AREA 
Site Develop. (Excl.) 90,246 2.90 98 1.59 Classroom 


Site Develop. (Incl.) 
Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


90,246 


91,100 
16,558 
16,550 
957,486 
1,081,694 


783,550 


241,900 
86,193 


2,111,197 
136,327 
3,356 
139,683 
497,216 
325,000 


822,216 


3,073,096 


-98 


1.59 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


~<a nae 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: NATURAL SCIENCES BLDG 65 NASF: 50,319 
PROJECT NUMBER: WEO05 USE CATEGORY TYPE: GSF: 85,689 
BUILDING TYPE: SCIENCE LIBRARY NASF/GSF: 59 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 06/64 
UACP CODE: 7-2 400 810 CONSTRUCTION TIME: 06/64 — 07/66 
SUBMISSION DATE: 11/67 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 88,337 5.00 1.03 T2206 Classroom 19.4 
Site Develop. (Incl.) = = cae avs 
Alter’ns & Renova’ns = — i Te Special Purpose 
Site Development 88,337 5.00 1.03 1.76 Research = 
Laboratory 4.3 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 18.0 
Int. Vert. Elements 
Multi-Storey Elements Library 33.3 
Interior Finishes 
Building Equipment 62,830 3.60 .73 sLepasy Physical Education = 
Cash Allowance 17,052 1.00 .20 .34 
Built-in Equipment 101,952 5.80 1.19 2.03 Special Use 
Architectural 829,705 47.20 9.68 16.49 Audio Visual 1.8 
Building Cost 1,011,539 57.50 11.80 20.10 Clinic — 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 271,760 15.50 3.17 5.40 Assembly — 
Exhibition — 
Electrical 140,105 8.00 1.64 2.78 Food 14.7 
Fed. Sales Tax Rebate 70,138 4.00 82 1.39 Recreation i Usb 
Sub-Total ‘A’ 1,441,603 82.00 16.82 28.65 Supporting 
Data Processing 6.1 
Shops — 
Fees 111,023 6.30 1.30 221 Physical Plant 0.9 
Miscellaneous 1,578 -10 .02 .03 
Central Utility = 
Sub-Total ‘B’ 112,601 6.40 1.31 2.24 
Total NASF 100.0 
Furniture 109,800 6.20 1.28 2.18 Non-Assignable 
Equipment 93,752 5.30 1.09 1.86 Custodial 
Circulation 
Sub-Total ‘C’ 203,552 11.60 2.38 4.05 Mechanical 
Rest Room 
Total Project Cost 1,757,756 100.00 20.51 34.93 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: LABATT GREENHOUSE 1966 
PROJECT NUMBER: WE019 

BUILDING TYPE: SCIENCE 

PROJECT TYPE: NEW BUILDING 

UACP CODE: T-1 

SUBMISSION DATE: 11/69 


ACTUAL 

COST ELEMENT COST 

Site Develop. (Excl.) 180 

Site Develop. (Incl.) ma 

Alter’ns & Renova’ns — 
Site Development 180 

Indirect & Gen’] Exp 

Substructure 

Horizontal Elements 

Exterior Cladding 

Int. Vert. Elements 

Multi-Storey Elements 

Interior Finishes 

Building Equipment 

Cash Allowance 

Built-in Equipment 

Architectural 44,589 
Building Cost 44,589 

Plumbing & Drains 

Heat. Vent. & Cond. 
Mechanical 9,000 

Electrical 5,000 

Fed. Sales Tax Rebate 2,739 
Sub-Total ‘A’ 56,030 

Fees 1,233 

Miscellaneous 162 
Sub-Total ‘B’ 1,395 

Furniture 10,126 

Equipment = 
Sub-Total ‘C’ 10,126 
Total Project Cost 67,551 


on 


USE CATEGORY TYPE: 


LABORATORY 
220 
% OF TOTAL ACTUAL 
COST $/GSF 
-30 10 
.30 10 
66.00 23.91 
66.00 23.91 
13.30 4.83 
7.40 2.68 
4.10 1.47 
82.90 30.04 
1.80 66 
-20 09 
2.10 75 
15.00 5.43 
15.00 5.43 
100.00 36.22 


ACTUAL 
$/NASF 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


1,580 
1,865 
-85 
10/66 
12/66 — 11/67 
BUSY 


% OF TOTAL 
NASF AREA 


99.9 


99.9 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 
SUBMISSION DATE: 


COST ELEMENT 


OBSERVATORY—66 
WEO21 
OBSERVATORIES 
NEW BUILDING 

T-1 

11/69 


Site Develop. (Excl.) 
Site Develop. (Incl.) 
Alter’ns & Renova’ns 


Site Development 


Indirect & Gen’] Exp 


Substructure 


Horizontal Elements 
Exterior Cladding 

Int. Vert. Elements 
Multi-Storey Elements 


Interior Finishes 


Building Equipment 


Cash Allowance 


Built-in Equipment 


Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 


Fed. Sales Tax Rebate 


Sub-Total ‘A’ 


Fees 

Miscellaneous 
Sub-Total ‘B’ 

Furniture 


Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


15,300 


15,300 


15,400 


32,600 
12,404 


304,129 
18,606 
9,303 
27,909 
4,000 
550,574 


554,574 


886,612 


USE CATEGORY TYPE: 
LABORATORY 


% OF TOTAL ACTUAL 
COST $/GSF 
1.70 2.00 
tee) 2.00 
10 10 
28.50 33.05 
28.60 33.15 
1.70 2.02 
3.70 4.27 
1.40 1.62 
34.30 39.81 
2.10 2.44 
1.00 1.22 
3.10 3.65 
50 52 

62.10 72.06 
62.50 72.59 
100.00 116.05 


ACTUAL 
$/NASF 


3.10 


3.10 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


4,943 
7,640 
-65 
03/68 
07/68 — 12/69 
BUSY 
% OF TOTAL 
NASF AREA 
67.4 
4.6 
7.5 
20.5 
100.0 


oS 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: BIOLOGY 65 NASF: 42,897 
PROJECT NUMBER: WI002 USE CATEGORY TYPE: GSF: 63,179 
BUILDING TYPE: SCIENCE LABORATORY NASF/GSF: -68 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 11/64 
UACP CODE: 7-2 220 210 CONSTRUCTION TIME: 11/64 — 10/66 
SUBMISSION DATE: 11/67 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 51,000 2.30 81 1.19 Classroom 3.3 
Site Develop. (Incl.) a = = 4 
Alter’ns & Renova’ns = = a = Special Purpose 
Site Development 51,000 2.30 81 1.19 Research 32.0 
Laboratory 56.0 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 5.3 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment 37,000 1.70 59 .86 Physical Education _— 
Cash Allowance 24,850 1.10 .39 58 
Built-in Equipment 203,000 9.20 3.21 4.73 Special Use 
Architectural 954,432 43.30 15.11 22.25 Audio Visual — 
Building Cost 1,219,282 55.40 19.30 28.42 Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 386,870 17.60 6.12 9.02 Assembly — 
Exhibition = 
Electrical 165,614 7.50 2.62 3.86 Food = 
Fed. Sales Tax Rebate 63,756 2.90 1.01 1.49 Recreation = 
Sub-Total ‘A’ 1,759,010 79.90 27.84 41.01 Supporting 
Data Processing 
Shops = 
Fees M21 5.80 2.01 2.96 Physical Plant 3.4 
Miscellaneous 16,489 -70 -26 -38 
Central Utility Dae 
Sub-Total ‘B’ 143,600 6.50 2.27 3.35 
Total NASF 100.0 
Furniture 300,000 13.60 4.75 6.99 Non-Assignable 
Equipment = = ra a Custodial 
Circulation 
Sub-Total ‘C’ 300,000 13.60 4.75 6.99 Mechanical 
Rest Room 
2,202,610 100.00 34.86 51.35 Unassignable 


Total Project Cost 
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270 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WI040 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: NEW BUILDING 
UACP CODE: 7-1 
SUBMISSION DATE: 09/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


pre eS pcre neneceemenses oon oeeseeeeemeseeeee aeons ene 


MATHEMATICS BUILDING 


ACTUAL 
COST 


10,000 
47,000 


57,000 


22,000 
78,000 
37,000 
2,422,000 
2,559,000 


1,030,000 


643,000 
128,670 


4,160,330 
291,220 
124,810 
416,030 
300,000 
200,000 


500,000 


5,076,360 


USE CATEGORY TYPE: 


CLASSROOM 


100 220 300 


% OF TOTAL 
COST 


-20 
-90 


1.10 


ACTUAL 
$/GSF 


.07 
-35 


-43 


ACTUAL 
$/NASF 


13 
-61 


-74 


22/SEP/71 

NASF: 77,056 
GSF: 133,369 
NASF/GSF: -58 


TENDER/ESTIMATE DATE: 04/70 
CONSTRUCTION TIME: 04/70 — 09/71 
MARKET CONDITION: NORMAL 


% OF TOTAL 
USE CATEGORY NASF AREA 
Classroom 35.6 


Special Purpose 
Research = 
Laboratory 31.4 
Dry Lab 
Wet Lab 


Office 27.2 
Library 1.5 
Physical Education = 


Special Use 
Audio Visual = 
Clinic = 
Demonstration = 


General Use 
Assembly — 
Exhibition = 
Food = 
Recreation 2.9 


Supporting 
Data Processing 1.5 
Shops _ 
Physical Plant = 


Central Utility on 
Total NASF 100.0 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: FARQUHARSON LIFE SCIENCES BLDG 1965 NASF: 60,710 
PROJECT NUMBER: YOO15 USE CATEGORY TYPE: GSF: 132,000 
BUILDING TYPE: SCIENCE LABORATORY NASF/GSF: .A6 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 05/64 
UACP CODE: 7-2 220 210 CONSTRUCTION TIME: 05/64 — 09/65 
SUBMISSION DATE: 10/70 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 3.5 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research 15.9 
Laboratory 70.2 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 10.5 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment — a — — Physical Education — 
Cash Allowance 29,350 70 22 48 
Built-in Equipment = = — = Special Use 
Architectural 1,835,505 41.80 3°91 30.23 Audio Visual ae 
Building Cost 1,864,855 42.50 14.13 30.72 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 613,566 14.00 4.65 10.11 Assembly = 
Exhibition — 
Electrical 424,228 9.70 Seal 6.99 Food = 
Fed. Sales Tax Rebate 116,106 2.60 88 1.91 Recreation = 
Sub-Total ‘A’ 2,786,543 63.50 21.11 45.90 Supporting 
Data Processing — 
Shops _— 
Fees 174,159 4.00 1.32 2.87 Physical Plant => 
Miscellaneous _— _ _ = 
Central Utility — 
Sub-Total ‘B’ 174,159 4.00 1.32 2.87 
Total NASF 100.0 
Furniture 515,428 11.70 3.90 8.49 Non-Assignable 
Equipment 912,100 20.80 6.91 15.02 Custodial 
Circulation 
Sub-Total ‘C’ 1,427,528 32.50 10.81 23.51 Mechanical 
Rest Room 
Total Project Cost 4,388,230 100.00 33.24 72.28 Unassignable 
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272 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: BEHAVIOURAL SCIENCES — 65 NASF: 53,625 
PROJECT NUMBER: YOO22 USE CATEGORY TYPE: GSF: 03,130 
BUILDING TYPE: SCIENCE OFFICE NASF/GSF: -52 
PROJECT TYPE: NEW BUILDING 300 210 TENDER/ESTIMATE DATE: 06/65 
UACP CODE: 7-2 CONSTRUCTION TIME: 07/65 — 08/67 
SUBMISSION DATE: 01/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
—_—_eeee—e—————e—eeeeeeeeeeeeeeeeeeeeee—————— 
Site Develop. (Excl.) Classroom 8.9 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research 25.2 
Laboratory 22.4 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 41.1 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 94,743 2.50 .92 laches Physical Education — 
Cash Allowance 75,728 2.00 .73 1.41 
Built-in Equipment _ = — = Special Use 
Architectural 1,834,934 48.80 17.79 34.22 Audio Visual = 
Building Cost 2,005,405 53.40 19.45 37.40 Clinic $y 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 506,571 13.50 4.91 9.45 Assembly = 
Exhibition 0.5 
Electrical 357,300 9.50 3.46 6.66 Food eae 
Fed. Sales Tax Rebate 125,267 3.30 alee Fil 2.34 Recreation = 
Sub-Total ‘A’ 2,744,009 73.00 26.61 51.17 Supporting 
Data Processing a 
Shops a 
Fees 182,495 4.90 erie 3.40 Physical Plant ia 
Miscellaneous 42,948 1.10 -42 .80 
Central Utility ma 
Sub-Total ‘B’ 225,443 6.00 2.19 4.20 
Total NASF 100.0 
Furniture 267,648 7.10 2.60 4.99 Non-Assignable 
Equipment 520,300 13.80 5.05 9.70 Custodial 
Circulation 
Sub-Total ‘C’ 787,948 21.00 7.64 14.69 Mechanical 
Rest Room 
Total Project Cost 3,757,400 100.00 36.43 70.07 Unassignable 


_———— eee 


PALE 


PROJECT COST/SPACE RECORD 22/SEP/71 

PROJECT NAME: PETRIE SCIENCE BLDG 1966 NASF: 74,710 

PROJECT NUMBER: YO026 USE CATEGORY TYPE: GSF: 130,970 

BUILDING TYPE: SCIENCE LABORATORY NASF/GSF: 57 

PROJECT TYPE: NEW BUILDING 220 300 TENDER/ESTIMATE DATE: 09/66 

UACP CODE: 7-2 CONSTRUCTION TIME: 10/66 — 06/68 

SUBMISSION DATE: 10/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 

COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


rn 


Site Develop. (Excl.) Classroom 3.7 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research 4.9 
Laboratory 60.8 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 28.5 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 15,754 .30 «k2 az Physical Education = 
Cash Allowance 65,800 1.20 50 88 
Built-in Equipment _ _ _ _ Special Use 
Architectural 2,088,339 37.30 15.95 27.95 Audio Visual = 
Building Cost 2,169,893 38.70 16.57 29.04 Clinic =F 
Demonstration 3 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 975,932 17.40 7.45 13.06 Assembly a 
Exhibition - 
Electrical 516,375 9.20 3.94 6.91 Food ie 
Fed. Sales Tax Rebate 146,470 2.60 1.12 1.96 Recreation re 
Sub-Total ‘A’ 8,515,7 30 62.70 26.84 47.06 Supporting 
Data Processing eT 
Shops a 
Fees 219,770 3.90 1.68 2.94 Physical Plant pyal 
Miscellaneous 32,000 -60 24 -43 
Central Utility FT 
Sub-Total ‘B’ 251,770 4.50 1.92 3.37 
Total NASF 100.0 
Furniture 720,000 12.80 5.50 9.64 Non-Assignable 
Equipment 1,117,000 19.90 8.53 14.95 Custodial 
Circulation 
Sub-Total ‘C’ 1,837,000 32.80 14.03 24.59 Mechanical 
Rest Room 
Total Project Cost 5,604,500 100.0 42.79 75.02 Unassignable 


274 


YO 36 / Central Library. Phase I — 1967 


Shore & Moffat & Partners, Architec 


Sciences Buildings Additions 


276 


PROJECT COST/SPACE RECORD 


PROJECT NAME: OVC ANATOMY EXTENSION — 67 NASF: 3,250 
PROJECT NUMBER: GUO16 USE CATEGORY TYPE: GSF: 3,770 
BUILDING TYPE: SCIENCE NASF/GSF: 86 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 07/67 
UACP CODE: i—2 CONSTRUCTION TIME: 08/67 a 05/68 
SUBMISSION DATE: 08/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Se a ee ee a 
Site Develop. (Excl.) = = = a Classroom 3.8 
Site Develop. (Incl.) 2,903 2.10 Sef .89 
Alter’ns & Renova’ns = = — nae Special Purpose 
Site Development 2,903 2.10 Ache .89 Research 12.1 
Laboratory 72.6 
Indirect & Gen’l] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 11.4 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 1,064 -80 -28 .33 
Built-in Equipment _— —_— — = Special Use 
Architectural 62,075 45.80 16.47 19.10 Audio Visual a 
Building Cost 63,139 46.60 16.75 19.43 Clinic aaa 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 26,947 19.90 7.15 8.29 Assembly od 
Exhibition re 
Electrical 12,084 8.90 3.21 3.72 Food 4 
Fed. Sales Tax Rebate Slee 2.70 99 1.15 Recreation =< 
Sub-Total ‘A’ 101,351 74.90 26.88 31.18 Supporting 
Data Processing = 
Shops 1% 
Fees 8,412 6.20 Pape} 2.59 Physical Plant - 
Miscellaneous 4,770 3.50 1227 1.47 
Central Utility oe 
Sub-Total ‘B’ 13,182 9.70 3.50 4.06 
Total NASF 99.9% 
Furniture 815 .60 +22 -29 Non-Assignable 
Equipment 20,044 14.80 5.32 6.17 Custodial 
Circulation 
Sub-Total ‘C’ 20,859 15.40 5.53 6.42 Mechanical 
Rest Room 
Total Project Cost 135,392 100.00 35.91 41.66 Unassignable 


eee SSS SSS SSS 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 
SUBMISSION DATE: 


COST ELEMENT 


CLASSROOM ADDITION — 65 
LA005 

SCIENCE 

ADDITION 

lee 

01/70 


ACTUAL 
COST 


USE CATEGORY TYPE: 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


i 


20,000 


20,000 


4,948 
1,000 


209,618 
215,566 


68,559 


24,500 
12,302 


316,323 
20,974 


20,974 


337,297 


% OF TOTAL ACTUAL 
COST $/GSF 
5.90 1.72 
5.90 1.72 
1.50 43 
.30 -09 
62.10 18.08 
63.90 18.59 
20.30 5.91 
7.30 2.11 
3.60 1.06 
93.80 27.28 
6.20 1.81 
6.20 1.81 
100.00 29.08 


ACTUAL 
$/NASF 


3.37 


3.37 


56.91 


NASF: 
GSF: 
NASF/GSF: 


5,927 
11,597 
51 


TENDER/ESTIMATE DATE: 05/65 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


05/65 — 09/65 


% OF TOTAL 
NASF AREA 


64.9 


29.2 


99.8% 


He 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: NUCLEAR SCI BLDG 1—ANNEX NASF: 2,434 


PROJECT NUMBER: MCO029 USE CATEGORY TYPE: GSF: 2,891 
BUILDING TYPE: SCIENCE NASF/GSF: 84 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 04/67 


UACP CODE: te 
SUBMISSION DATE: 11/67 


CONSTRUCTION TIME: 
MARKET CONDITION: 


06/67 — 08/68 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 2.137 1.30 .95 1.12 Classroom ad 
Site Develop. (Incl.) — = = — 
Alter’ns & Renova’ns ce a = — Special Purpose 
Site Development 2737 1.30 95 C12 Research 100.0 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office ari 
Int. Vert. Elements 
Multi-Storey Elements Library _ 
Interior Finishes 
Building Equipment 6,569 3.20 2.27 2.70 Physical Education 5rd 
Cash Allowance 2,920 1.40 1.01 1.20 
Built-in Equipment _ _— _— _— Special Use 
Architectural 36,409 17.80 12.59 14.96 Audio Visual FF 
Building Cost 45,898 22.40 15.88 18.86 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 16,822 8.20 5.82 6.91 Assembly — 
Exhibition a 
Electrical 22,543 11.00 7.80 9.26 Food ah} 
Fed. Sales Tax Rebate — — _— = Recreation ~ 
Sub-Total ‘A’ 88,000 42,90 30.44 36.15 Supporting 
Data Processing = 
Shops i 
Fees 5,000 2.40 1.73 2.05 Physical Plant < 
Miscellaneous 3,000 1.50 1.04 11833 
Central Utility prs 
Sub-Total ‘B’ 8,000 3.90 2.717 3.29 
Total NASF 100.0% 
Furniture _ _ _ — Non-Assignable 
Equipment 109,000 53.20 37.70 44.78 Custodial 
Circulation 
Sub-Total ‘C’ 109,000 53.20 37.70 44.78 Mechanical 
Rest Room 
Total Project Cost 205,000 100.00 70.91 84.22 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: N W EXT. TO PHYSICAL SCI. BLDG. NASF: 26,178 
PROJECT NUMBER: MC050 USE CATEGORY TYPE: GSF: 45,966 
BUILDING TYPE: SCIENCE NASF/GSF: .57 
PROJECT TYPE: ADDITION 


UACP CODE: TY 


SUBMISSION DATE: 06/69 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


a 


ACTUAL 
COST 


34,204 
17,700 
53,200 
105,104 


4,570 
87,150 
8,752 
739,934 
840,406 


244,180 


128,100 


1,317,790 


87,000 
40,000 
127,000 
134,000 
209,000 


343,000 


1,787,790 


% OF TOTAL 


COST 


1.90 
1.00 
3.00 
5.90 


ACTUAL 


$/GSF 


-74 
.39 
1.16 
2.29 


ACTUAL 
$/NASF 


1.31 

-68 
2.03 
4.01 


TENDER/ESTIMATE DATE: 03/69 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


10/69 — 01/71 
NORMAL 


% OF TOTAL 
NASF AREA 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: CHEMISTRY ADDITION 67 NASF: 15,859 
PROJECT NUMBER: QU057 USE CATEGORY TYPE: GSF: 27,460 
BUILDING TYPE: SCIENCE NASF/GSF: -58 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 09/68 
UACP CODE: 7—1 CONSTRUCTION TIME: 10/68 — 08/69 
SUBMISSION DATE: 10/68 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 12,000 .90 44 .76 Classroom 5.9 
Site Develop. (Incl.) _ == = 7 
Alter’ns & Renova’ns 90,879 6.50 3.31 5.73 Special Purpose 
Site Development 102,879 7.40 3.75 6.49 Research 10.1 
Laboratory 64.3 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 7.4 
Int. Vert. Elements 
Multi-Storey Elements Library 6.8 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 22,500 1.60 82 1.42 
Built-in Equipment 190,000 13.60 6.92 11.98 Special Use 
Architectural 397,933 28.60 14.49 25.09 Audio Visual oa 
Building Cost 610,433 43.90 22.23 38.49 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 267,000 19.20 9.72 16.84 Assembly <3 
Exhibition = 
Electrical 109,000 7.80 3.97 6.87 Food ot 
Fed. Sales Tax Rebate 44,888 3.20 1.63 2.83 Recreation 
Sub-Total ‘A’ 1,044,424 75.00 38.03 65.86 Supporting 
Data Processing c= 
Shops = 
Fees 70,865 5.10 2.58 4.47 Physical Plant 4.5 
Miscellaneous 46,221 3.30 1.68 2.91 
Central Utility Foe 
Sub-Total ‘B’ 117,086 8.40 4.26 7.38 
Total NASF 99.7% 
Furniture 42,000 3.00 1.53 2.65 Non-Assignable 
Equipment 188,500 13.50 6.86 11.89 Custodial 
- Circulation 
Sub-Total ‘C’ 230,500 16.60 8.39 14.53 Mechanical 
Rest Room 
Total Project Cost 1,392,010 100.00 50.69 87.77 Unassignable 


See eee 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: TRO32 


BUILDING TYPE: SCIENCE 
PROJECT TYPE: ADDITION 
UACP CODE: ct 


SUBMISSION DATE: 05/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 


COST 


25,000 


25,000 


113,400 


BIOLOGY BLDG EXT ANIMAL HOUSING 
USE CATEGORY TYPE: 


% OF TOTAL 


COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 
8 


NASF: 1,300 
GSF: 1,933 
NASF/GSF: 67 


TENDER/ESTIMATE DATE: 03/71 
CONSTRUCTION TIME: 06/71 — 10/71 
MARKET CONDITION: NORMAL 


% OF TOTAL 
USE CATEGORY NASF AREA 
Classroom Es 


Special Purpose 
Research — 
Laboratory 100.0 
Dry Lab 
Wet Lab 


Office —_ 
Library =_ 
Physical Education _ 


Special Use 
Audio Visual _— 
Clinic _ 
Demonstration _ 


General Use 
Assembly —_ 
Exhibition — 
Food = 
Recreation — 


Supporting 
Data Processing _ 
Shops = 
Physical Plant == 


Central Utility a 
Total NASF 100.0% 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WA025 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: ADDITION 
UACP CODE: dak 
SUBMISSION DATE: 11/68 


BIOLOGY ADDITION 66 


USE CATEGORY TYPE: 


NASF: 

GSF: 

NASF/GSF: 

TENDER/ESTIMATE DATE: 06/66 
CONSTRUCTION TIME: 
MARKET CONDITION: 


43,971 
76,261 
-58 


07/66 — 09/67 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) = — c= = Classroom 6.0 
Site Develop. (Incl.) 32,075 1.20 42 73 
Alter’ns & Renova’ns = = = = Special Purpose 
Site Development 32,075 1.20 42 .73 Research 30.2 
Laboratory 49.2 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 14.1 
Int. Vert. Elements 
Multi-Storey Elements Library —< 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 19,500 -70 .26 44 
Built-in Equipment 253,657 9.40 eyes} Bre! Special Use 
Architectural 830,782 30.80 10.89 18.89 Audio Visual _ 
Building Cost 1,103,939 40.90 14.48 25.11 Clinic 4 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 393,251 14.60 5.16 8.94 Assembly a 
Exhibition a 
Electrical 253,000 9.40 3.32 5.75 Food ie 
Fed. Sales Tax Rebate 71,290 2.60 .93 1.62 Recreation =a 
Sub-Total ‘A’ 1,710,975 63.50 22.44 38.91 Supporting 
Data Processing = 
Shops = 
Fees 106,936 4.00 1.40 2.43 Physical Plant == 
Miscellaneous 53,468 2.00 -70 1522 
Central Utility me 
Sub-Total ‘B’ 160,404 5.90 2.10 3.65 
Total NASF 99.9% 
Furniture 125,000 4.60 1.64 2.84 Non-Assignable 
Equipment 700,000 26.00 9.18 15.92 Custodial 
;: Circulation 
Sub-Total ‘C’ 825,000 30.60 10.82 18.76 Mechanical 
Rest Room 
Total Project Cost 2,696,379 100.00 35.36 61.32 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: CHEMISTRY BUILDING EXPAN NASF: 55,300 
PROJECT NUMBER: WA058 USE CATEGORY TYPE: GSF: 97,400 
PROJECT TYPE: ADDITION TENDER/ESTIMATE DATE: 04/70 
UACP CODE: Wa CONSTRUCTION TIME: 06/70 — 09/71 
SUBMISSION DATE: 06/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
—————e—eee—E——EEEEEE—EeEeEeEeEeEeEeEeEeEeEEeEeEEeEeEeEeEeEEE—E—EEEE_——E_—E——————E— EEE EEE EEE ee eee eee eee 
Site Develop. (Excl.) = — = =a Classroom 4.3 
Site Develop. (Incl.) 52,895 1.40 54 -96 
Alter’ns & Renova’ns = _— a? = Special Purpose 
Site Development 52,895 1.40 .54 -96 Research a 
Laboratory 84.2 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 9.6 
Int. Vert. Elements 
Multi-Storey Elements Library 1.7 
Interior Finishes 
Building Equipment 24,366 -60 -29 44 Physical Education — 
Cash Allowance 41,000 1.10 42 74 
Built-in Equipment 490,248 12.90 5.03 8.87 Special Use 
Architectural 1,138,185 29.90 11.69 20.58 Audio Visual = 
Building Cost 1,693,799 44.40 17.39 30.63 Clinic = 
Demonstration = 


Plumbing & Drains 


Heat. Vent. & Cond. General Use 
Mechanical 1,079,185 28.30 11.08 19.52 Assembly = 
Exhibition = 
Electrical 405,950 10.70 4.17 7.34 Food = 
Fed. Sales Tax Rebate 96,955 2.50 1.00 1.75 Recreation = 
Sub-Total ‘A’ 3,134,874 82.30 32.19 56.69 Supporting 
Data Processing = 
Shops = 
Fees 302,080 7.90 3.10 5.46 Physical Plant oa 
Miscellaneous 94,046 2.50 97 1.70 


Central Utility ia 


Sub-Total ‘B’ 396,126 10.40 4.07 7.16 
Total NASF 99.8% 
Furniture 60,000 1.60 -62 1.08 Non-Assignable 
Equipment 220,000 5.80 2.26 3.98 Custodial 
Circulation 
Sub-Total ‘C’ 280,000 7.30 2.87 5.06 Mechanical 


Rest Room 


Total Project Cost 3,811,000 100.00 39.13 68.92 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WE004 


BUILDING TYPE: SCIENCE 
PROJECT TYPE: ADDITION 
UACP CODE: 2 


SUBMISSION DATE: 11/67 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 90,186 3.30 1.10 1.83 Classroom 13.5 
Site Develop. (Incl.) = — a = 
Alter’ns & Renova’ns 100,000 3.70 1.22 2.02 Special Purpose 
Site Development 190,186 7.00 2.32 3.85 Research 29.5 
Laboratory 45.2 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 9.7 
Int. Vert. Elements 
Multi-Storey Elements Library 1.3 
Interior Finishes 
Building Equipment 34,900 1.30 43 etal Physical Education _ 
Cash Allowance 15,740 60 19 32 
Built-in Equipment = — = ma Special Use 
Architectural 943,557 34.90 11.50 19.11 Audio Visual = 
Building Cost 994,197 36.80 12.12 20.13 Clinic _ 
Demonstration o= 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 535,000 19.80 6.52 10.83 Assembly = 
Exhibition — 
Electrical 172,800 6.40 2.11 3.50 Food 4 
Fed. Sales Tax Rebate 78,000 2.90 95 1.58 Recreation = 
Sub-Total ‘A’ 1,814,183 67.20 22.11 36.73 Supporting 
Data Processing aa 
Shops = 
Fees 111,136 4.10 1.35 2.25 Physical Plant == 
Miscellaneous 43,086 1.60 703 C87. 
Central Utility a 
Sub-Total ‘B’ 154,222 5.70 1.88 3.12 
Total NASF 99.6% 
Furniture 321,827 11.90 3.92 6.52 Non-Assignable 
Equipment 410,000 15.20 5.00 8.30 Custodial 
- Circulation 
Sub-Total ‘C’ 731,827 27.10 8.92 14.82 Mechanical 
Rest Room 
Total Project Cost 2,700,232 100.00 32.92 54.68 Unassignable 


SCIENCES BLDG. ADDITION 


USE CATEGORY TYPE: 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 03/64 
CONSTRUCTION TIME: 
MARKET CONDITION: 


49,386 
82,036 
-60 


03/64 — 01/66 


Sciences Buildings Alterations 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: GLENRIDGE CAMPUS ALTERATIONS — P2 NASF: 24,684 
PROJECT NUMBER:  BRO10 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: SCIENCE NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 05/67 
UACP CODE: 1-2 CONSTRUCTION TIME: 06/67 — 09/67 
SUBMISSION DATE: 05/68 MARKET CONDITION: NORMAL 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 


COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 


Classroom = 
Site Develop. (Incl.) 


Alter’ns & Renova’ns Special Purpose 
Site Development Research mes. 
Laboratory — 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office == 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual = 
Building Cost Clinic = 


Demonstration — 
Plumbing & Drains 


Heat. Vent. & Cond. General Use 
Mechanical Assembly “7 
Exhibition ae 
Electrical Food a 
Fed. Sales Tax Rebate Recreation = 
Sub-Total ‘A’ 352,303 57.10 — 14.27 Supporting 
Data Processing = 
Shops =~ 
Fees 15,051 2.40 = -61 Physical Plant — 


Miscellaneous _ — = a 
Central Utility are 


Sub-Total ‘B’ 15,051 2.40 == -61 
Total NASF 0.0% 
Furniture = Fame = a Non-Assignable 
Equipment 250,000 40.50 = 10.13 Custodial 
z Circulation 
Sub-Total ‘C’ 250,000 40.50 — 10.13 Mechanical 
Rest Room 
Total Project Cost 617,354 100.00 = 25.01 Unassignable 


ee 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: le 


SUBMISSION DATE: 02/69 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


eC OQM®OOlE amy 


SCIENCE 
ALTERATION 


ACTUAL 
COST 


314,907 


29,391 


29,391 


195,000 


195,000 


539,298 


GLENRIDGE CAMPUS ALTERATIONS — P3 
PROJECT NUMBER: BRO019 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


19,300 
07/68 
09/68 — 01/69 
SLACK 


% OF TOTAL 
NASF AREA 


0.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: GLENRIDGE CAMPUS ALTERATIONS PHASE 38 NASF: 11,185 
PROJECT NUMBER: BRO23 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: SCIENCE NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 07/69 

UACP CODE: {rl CONSTRUCTION TIME: 


SUBMISSION DATE: 08/69 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 


COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


Site Develop. (Excl.) Classroom aT 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 


Site Development Research aye 
Laboratory = 

Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office ar 
Int. Vert. Elements 
Multi-Storey Elements Library = 


Interior Finishes 
Building Equipment 
Cash Allowance 


Physical Education =e 


Built-in Equipment Special Use 
Architectural Audio Visual = 
Building Cost Clinic Sa 
Demonstration ae 


Plumbing & Drains 
Heat. Vent. & Cond. 


General Use 


Mechanical Assembly . 
Exhibition aa 
Electrical Food faz: 
Fed. Sales Tax Rebate Recreation ae 
Sub-Total ‘A’ 323,300 64.20 28.90 Supporting 
Data Processing —= 
Shops = 
Fees 31,780 6.30 2.84 Physical Plant a 
Miscellaneous 9,700 1.90 87 
Central Utility a 
Sub-Total ‘B’ 41,480 8.20 3.71 
Total NASF 0.0% 
Furniture 4,000 80 .36 Non-Assignable 
Equipment 135,000 26.80 12.07 Custodial 
Circulation 
Sub-Total ‘C’ 139,000 27.60 12.43 Mechanical 
Rest Room 
Total Project Cost 503,780 100.00 45.04 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: E.W.R. STEACIE BUILDING — ALTER NASF: 1,224 
PROJECT NUMBER: CA046 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: SCIENCE NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 06/68 
UACP CODE: IA CONSTRUCTION TIME: 06/68 — 09/68 
SUBMISSION DATE: 08/68 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
—_—_—_—————————————— eee 
Site Develop. (Excl.) Classroom a 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory 66.3 
Indirect & Gen’! Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 33.7 
Int. Vert. Elements 
Multi-Storey Elements Library i 
Interior Finishes 
Building Equipment 5,818 8.80 = 4.75 Physical Education = 
Cash Allowance 2,000 3.00 = 1.63 
Built-in Equipment _— — = a Special Use 
Architectural 4,661 7.10 = 3.81 Audio Visual = 
Building Cost 12,479 18.90 = 10.20 Clinic = 
Demonstration ao 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 6,920 10.50 = 5.65 Assembly = 
. Exhibition ia 
Electrical 1,370 2.10 == 1.12 Food = 
Fed. Sales Tax Rebate = a mS = Recreation a3 
Sub-Total ‘A’ 20,769 31.50 = 16.97 Supporting 
Data Processing = 
Shops =. 
Fees 2,077 3.10 _— 1.70 Physical Plant ro 
Miscellaneous 623 .90 = 51 
Central Utility = 
Sub-Total ‘B’ 2,700 4.10 = 2.21 
Total NASF 100.0% 
Furniture 3,350 5.10 ae 2.74 Non-Assignable 
Equipment 39,200 59.40 = 32.03 Custodial 
Circulation 
Sub-Total ‘C’ 42,550 64.50 — 34.76 Mechanical 
Rest Room 
Total Project Cost 66,019 100.00 = 53.94 Unassignable 


289 


290 


PROJECT COST/SPACE RECORD 


PROJECT NAME: E.W.R. STEACIE BUILDING — CONVERS NASF: 2,011 
PROJECT NUMBER: CA066 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: SCIENCE NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 03/71 
UACP CODE: 7-1 CONSTRUCTION TIME: 03/71 — 07/71 
SUBMISSION DATE: 03/71 MARKET CONDITION: NORMAL 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 

Site Develop. (Excl.) Classroom Ss 


Site Develop. (Incl.) 
Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


4,000 


70,601 


100.00 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


12.9 


99.9% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: {al 


SUBMISSION DATE: 03/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


SCIENCE 
ALTERATION 


ACTUAL 
COST 


14,500 


5,800 


54,500 


5,450 
1,635 


7,085 


ENVIRONMENTAL LABORATORY FOR B10 
PROJECT NUMBER: CA067 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


1,879 
2,673 
-70 
03/71 
03/71 — 06/71 
NORMAL 


% OF TOTAL 
NASF AREA 


100.0 


100.0% 
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22 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: CAO076 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: 


UACP CODE: (=i) 
SUBMISSION DATE: 08/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ALTERATION 


ACTUAL 
COST 


H.M. TORY BUILDING ALTERATIONS 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


21.25 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


07/71 
07/71 
BUSY 


6,398 


09) ta 


% OF TOTAL 
NASF AREA 


0.0% 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: SOIL SCIENCE BLDG — AIR CONDITIONING NASF: 26,105 
PROJECT NUMBER: GU0OA7 USE CATEGORY TYPE: GSF: 45,539 
BUILDING TYPE: SCIENCE NASF/GSF: 57 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 05/70 
UACP CODE: i? CONSTRUCTION TIME: 
SUBMISSION DATE: 06/70 MARKET CONDITION: 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


Site Develop. (Excl.) 
Site Develop. (Inel.) 
Alter’ns & Renova’ns 


Classroom 


Special Purpose 


Site Development Research 
Laboratory 

Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 


Interior Finishes 

Building Equipment 

Cash Allowance 

Built-in Equipment 

Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 


Mechanical Assembly 
Exhibition 
Electrical Food 
Fed. Sales Tax Rebate Recreation 
Sub-Total ‘A’ Supporting 
Data Processing 
Shops 
Fees 4,235 7.60 .09 16 Physical Plant = 
Miscellaneous 1,015 1.80 -02 .04 
Central Utility a 
Sub-Total ‘B’ 5,250 9.40 12 .20 
Total NASF 0.0% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 56,000 100.00 1323 2.15 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: BIOLOGY BUILDING — ALTER RM — 105 NASF: 1,680 
PROJECT NUMBER: GU060 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: SCIENCE NASF/GSF: 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 08/70 
UACP CODE: 7—2 CONSTRUCTION TIME: 08/70 — 02/71 
SUBMISSION DATE: 03/71 MARKET CONDITION: NORMAL 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 

Site Develop. (Excl.) = = == Classroom — 


Site Develop. (Incl.) 
Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


0.0% 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: QU050 


BUILDING TYPE: SCIENCE 
PROJECT TYPE: ALTERATION 
UACP CODE: Tne 


SUBMISSION DATE: 07/69 


CRAINE BUILDING — ALTERATIONS 
USE CATEGORY TYPE: 


NASF: 14,827 
GSF: 24,402 
NASF/GSF: -61 


TENDER/ESTIMATE DATE: 04/65 
CONSTRUCTION TIME: 05/65 — 12/65 
MARKET CONDITION: NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) _ = = — Classroom = 
Site Develop. (Incl.) 112,694 98.20 4.62 7.60 
Alter’ns & Renova’ns _ = = == Special Purpose 
Site Development 112,694 98.20 4.62 7.60 Research = 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office ~~ 
Int. Vert. Elements 
Multi-Storey Elements Library 7 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual rE: 
Building Cost Clinic a2 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly = 
Exhibition ace 
Electrical Food ats 
Fed. Sales Tax Rebate Recreation =a 
Sub-Total ‘A’ 112,694 98.20 4.62 7.60 Supporting 
Data Processing a 
Shops = 
Fees Physical Plant ae 
Miscellaneous 
Central Utility ae 
Sub-Total ‘B’ 
Total NASF 0.0% 
Furniture 2,033 1.80 .08 14 Non-Assignable 
Equipment os = =! = Custodial 
Circulation 
Sub-Total ‘C’ 2,033 1.80 -08 14 Mechanical 
Rest Room 
Total Project Cost 114,727 100.00 4.70 1.74 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: PHYSICS BUILDING — ALTERATIONS NASF: 13,250 
PROJECT NUMBER: QU067 USE CATEGORY TYPE: GSF: 18,200 
BUILDING TYPE: SCIENCE NASF/GSF: 73 
PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 02/69 


UACP CODE: tak 
SUBMISSION DATE: 02/69 


CONSTRUCTION TIME: 
MARKET CONDITION: 


03/69 — 08/69 
SLACK 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 15,000 2.00 .82 1733 Classroom 
Site Develop. (Incl.) ~ — — — 
Alter’ns & Renova’ns _ _— — — Special Purpose 
Site Development 15,000 2.00 82 1.13 Research 17.4 
Laboratory 36.0 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 17.3 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 25,788 3.50 1.42 1.95 Physical Education — 
Cash Allowance 5,192 -70 29 .39 
Built-in Equipment — — — —_ Special Use 
Architectural 152,833 20.60 8.40 11.53 Audio Visual _ 
Building Cost 183,813 24.80 10.10 13.87 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 130,769 17.60 7.19 9.87 Assembly ae 
Exhibition — 
Electrical 37,500 5.10 2.06 2.83 Food = 
Fed. Sales Tax Rebate 14,084 1.90 Akt 1.06 Recreation = 
Sub-Total ‘A’ 352,998 47.60 19.40 26.64 Supporting 
Data Processing _ 
Shops 4 
Fees 33,447 4.50 1.84 2.52 Physical Plant 29.2 
Miscellaneous 12,437 1.70 .68 .94 
Central Utility = 
Sub-Total ‘B’ 45,884 6.20 2.52 3.46 
Total NASF 99.9% 
Furniture 41,000 5.50 2.25 3.09 Non-Assignable 
Equipment 302,470 40.70 16.62 22.83 Custodial 
x Circulation 
Sub-Total ‘C’ 343,470 46.30 18.87 25.92 Mechanical 
Rest Room 
Total Project Cost 742,352 100.00 40.79 56.03 Unassignable 


a ——————————————————————————L——KK 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: SCIENCE 
PROJECT TYPE: 
UACP CODE: oa 


SUBMISSION DATE: 11/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ALTERATION 


SCIENCE COMPLEX — AIR CONDITION 
PROJECT NUMBER: TRO27 


ACTUAL 
COST 


18,960 


18,960 


106,070 


42,200 


190,480 


11,430 
5,715 


17,145 


5,000 


5,000 


212,625 


% OF TOTAL 
COST 


8,90 


8,90 


USE CATEGORY TYPE: 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


10/68 
10/68 — 03/69 


% OF TOTAL 
NASF AREA 


0.0% 
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298 


PROJECT COST/SPACE RECORD 


PROJECT NAME: CHEMISTRY BUILDING ALTERATIONS NASF: 10,109 


PROJECT NUMBER: WAO76 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: SCIENCE NASF/GSF: 

PROJECT TYPE: ALTERATION TENDER/ESTIMATE DATE: 03/71 
UACP CODE: AL CONSTRUCTION TIME: 


SUBMISSION DATE: 03/71 MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom ca 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research = 
Laboratory = 
Indirect & Gen’1 Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office Ee 
Int. Vert. Elements 
Multi-Storey Elements Library 7 
Interior Finishes 
Building Equipment Physical Education ps. 
Cash Allowance 
Built-in Equipment 25,241 27.20 ast 2.50 Special Use 
Architectural 37,862 40.80 ae Salo Audio Visual a 
Building Cost 63,103 68.00 = 6.24 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 14,162 15.30 = 1.40 Assembly — 
Exhibition aa 
Electrical 4,873 5.30 = 48 Food = 
Fed. Sales Tax Rebate = =F, as = Recreation iat 
Sub-Total ‘A’ 82,138 88.50 = 8.13 Supporting 
Data Processing iz 
Shops “5 
Fees 8,214 8.80 = 81 Physical Plant = 
Miscellaneous 2,464 2.70 = .24 
Central Utility = 
Sub-Total ‘B’ 10,678 11°50 — 1.06 
Total NASF 0.0% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 92,816 100.00 = 9.18 Unassignable 


i aaa nEEEEEEEEEEEEEEETEEEEEEEEEEEEEEEEEEDEES ESTED 


PROJECT COST/SPACE RECORD 


PROJECT NAME: MATH & COMP BLDG ALTERATION 1968 


PROJECT NUMBER: WA048 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: ALTERATION 
UACP CODE: i 


SUBMISSION DATE: 10/70 


ACTUAL % OF TOTAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 19.6 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research 24.8 
Laboratory 2.1 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 17.9 
Int. Vert. Elements 
Multi-Storey Elements Library 35.6 
Interior Finishes 
Building Equipment Physical Education — 
Cash Allowance 
Built-in Equipment 21,730 2.60 33 Special Use 
Architectural 245,797 29.30 3.76 Audio Visual = 
Building Cost 267,527 31.90 4.09 Clinic — 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 196,711 23.40 3.01 Assembly _— 
; Exhibition — 
Electrical 143,738 17.10 2.20 Food — 
Fed. Sales Tax Rebate 24,319 2.90 .37 Recreation = 
Sub-Total ‘A’ 583,657 69.60 8.93 Supporting 
Data Processing —_ 
Shops _ 
Fees 35,019 4.20 54 Physical Plant — 
Miscellaneous 17,509 2.10 af 
Central Utility = 
Sub-Total ‘B’ 52,528 6.30 .80 
Total NASF 100.0% 
Furniture 155,900 18.60 2.38 Non-Assignable 
Equipment 46,900 5.60 12 Custodial 
Circulation 
Sub-Total ‘C’ 202,800 24.20 3.10 Mechanical 
Rest Room 
Total Project Cost 838,985 100.00 12.83 Unassignable 


USE CATEGORY TYPE: 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 03/68 
CONSTRUCTION TIME: 
MARKET CONDITION: 


65,380 


04/68 — 08/69 
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Sciences Buildings Renovations 


PROJECT COST/SPACE RECORD 


PROJECT NAME: BROCK TOWER RENOVATIONS 1968—69 


PROJECT NUMBER: BRO022 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: RENOVATION 
UACP CODE: tho? 


SUBMISSION DATE: 11/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


a 


ACTUAL 
COST 


30,263 
30,263 


51,414 


USE CATEGORY TYPE: 


% OF TOTAL 


COST 


58.90 
58.90 


100.00 


ACTUAL 
$/NASF 


.05 


.05 


9.74 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 09/68 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


5,281 


11/68 — 05/69 


% OF TOTAL 
NASF AREA 


ee  —————————————————————————————————————————————————————————————————————————————————————————— 


0.0% 
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302 


PROJECT COST/SPACE RECORD 


PROJECT NAME: TORY BUILDING RENOVATIONS NASF: 
PROJECT NUMBER: CA014 USE CATEGORY TYPE: GSF: 
BUILDING TYPE: SCIENCE NASF/GSF: 
PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 11/65 
UACP CODE: a4 CONSTRUCTION TIME: 12/65 — 10/66 
SUBMISSION DATE: 11/68 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom = 


Site Develop. (Incl.) 
Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


83,353 17.90 
1,005 .20 
32,708 7.00 
106,486 22.90 
223,552 48.10 
136,394 29.30 
50,998 11.00 
410,944 88.40 
26,924 5.80 
3,832 .80 
30,756 6.60 
11,334 2.40 
11,987 2.60 
23,321 5.00 
465,021 100.00 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


0.0% 


303 


PROJECT COST/SPACE RECORD 


PROJECT NAME: PHYSICAL SCIENCES BUILDING—REN NASF: 9,000 
PROJECT NUMBER: MC045 USE CATEGORY TYPE: GSF: 

BUILDING TYPE: SCIENCE NASF/GSF: 

PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 03/68 

UACP CODE: Use CONSTRUCTION TIME: 04/68 — 09/68 


SUBMISSION DATE: 03/70 MARKET CONDITION: NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) as > or = Classroom = 
Site Develop. (Incl.) => = = —~ 
Alter’ns & Renova’ns 4,035 2.90 == 45 Special Purpose 
Site Development 4,035 -90 = 45 Research = 
Laboratory = 
Indirect & Gen’) Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library eet 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment 97,094 70.70 a 10.79 Special Use 
Architectural 20,945 15.30 me 2.33 Audio Visual a 
Building Cost 118,039 86.00 =F 13.12 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 3,556 2.60 = -40 Assembly — 
Exhibition = 
Electrical 364 30 = -04 Food a 
Fed. Sales Tax Rebate = = ae Recreation = 
Sub-Total ‘A’ 125,994 91.70 = 14.00 Supporting 
Data Processing =F 
Shops a 
Fees 3,605 2.60 == -40 Physical Plant aa 
Miscellaneous 7,735 5.60 = .86 
Central Utility 7 
Sub-Total ‘B’ 11,340 8.30 = 1.26 
Total NASF 0.0% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 137,334 100.00 = 15.26 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: QU081 


BUILDING TYPE: SCIENCE 
PROJECT TYPE: RENOVATION 
UACP CODE: teal 


SUBMISSION DATE: 07/70 


MILLER HALL — RENOVATIONS 


USE CATEGORY TYPE: 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 96/69 
CONSTRUCTION TIME: 
MARKET CONDITION: 


10/71 — 12/72 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) _ <= = aa Classroom 16.7 
Site Develop. (Incl.) me = Ta ae 
Alter’ns & Renova’ns 120,600 88.10 PA PG | 3.37 Special Purpose 
Site Development 120,600 88.10 VEDA | 3.37 Research S37; 
Laboratory 51.8 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 9.7 
Int. Vert. Elements 
Multi-Storey Elements Library — 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual = 
Building Cost Clinic = 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly ¥ 
Exhibition 5.1 
Electrical Food 3.0 
Fed. Sales Tax Rebate Recreation ee 
Sub-Total ‘A’ 120,600 88.10 2.27 3.37 Supporting 
Data Processing = 
Shops — 
Fees 1,100 .80 .02 .03 Physical Plant = 
Miscellaneous 3,618 2.60 .07 .10 
Central Utility >] 
Sub-Total ‘B’ 4,718 3.40 -09 13 
Total NASF 100.0% 
Furniture 11,600 8.50 22 32 Non-Assignable 
Equipment _ = — =3 Custodial 
Circulation 
Sub-Total ‘C’ 11,600 8.50 722 -o2 Mechanical 
Rest Room 
Total Project Cost 136,918 100.00 2.57 3.83 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: MINING BUILDING RENOVATIONS NASF: 12,500 
PROJECT NUMBER: T0046 USE CATEGORY TYPE: GSF: 14,550 
BUILDING TYPE: SCIENCE NASF/GSF: 86 
PROJECT TYPE: RENOVATION TENDER/ESTIMATE DATE: 03/68 
UACP CODE: at | CONSTRUCTION TIME: 
SUBMISSION DATE: 04/68 MARKET CONDITION: 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 


a 


Site Develop. (Excl.) 
Site Develop. (Incl.) 
Alter’ns & Renova’ns 


Classroom = 


Special Purpose 


Site Development Research = 
Laboratory = 

Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office = 
Int. Vert. Elements 
Multi-Storey Elements Library — 


Interior Finishes 

Building Equipment 

Cash Allowance 

Built-in Equipment 

Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 


Mechanical Assembly — 
Exhibition _ 
Electrical Food — 
Fed. Sales Tax Rebate Recreation = 
Sub-Total ‘A’ 183,313 Supporting 
Data Processing == 
Shops — 
Fees 10,999 Physical Plant = 
Miscellaneous = 
Central Utility = 
Sub-Total ‘B’ 10,999 4.30 -76 88 
Total NASF 0.0% 
Furniture 62,024 24.20 4.26 4.96 Non-Assignable 
Equipment = = my = Custodial 
Circulation 
Sub-Total ‘C’ 62,024 24.20 4.26 4.96 Mechanical 
Rest Room 
Total Project Cost 256,336 100.00 17.62 20.51 Unassignable 


eee 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: T0047 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: RENOVATION 
UACP CODE: ial 
SUBMISSION DATE: 04/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’! Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 


COST 


3,000 


276,610 
279,610 


77,330 


92,834 


449,774 


28,559 


28,559 
41,929 


41,929 


520,262 


SANDFORD FLEMING LABORATORY REN 
USE CATEGORY TYPE: 


% OF TOTAL 


COST 


ACTUAL 
$/GSF 


ACTUAL 
$/NASF 


Dee el 


NASF: 11,311 
GSF: 19,302 
NASF/GSF: : -59 


TENDER/ESTIMATE DATE: 02/67 
CONSTRUCTION TIME: 04/67 — 03/68 
MARKET CONDITION: BUSY 


% OF TOTAL 
USE CATEGORY NASF AREA 
Classroom z 


Special Purpose 
Research = 
Laboratory 
Dry Lab 
Wet Lab 


Office = 
Library 
Physical Education 


Special Use 
Audio Visual =< 
Clinic = 
Demonstration 


General Use 
Assembly 
Exhibition o~ 
Food an 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant ac 


Central Utility a 
Total NASF 0.0% 


Non-Assignable 
Custodial 
Circulation 
Mechanical 
Rest Room 


Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: TO050 


BUILDING TYPE: SCIENCE 
PROJECT TYPE: RENOVATION 
UACP CODE: I=2 


SUBMISSION DATE: 04/68 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom — 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research ~~ 
Laboratory a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office a= 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment Physical Education = 
Cash Allowance 
Built-in Equipment Special Use 
Architectural Audio Visual — 
Building Cost Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical Assembly = 
Exhibition = 
Electrical Food — 
Fed. Sales Tax Rebate Recreation => 
Sub-Total ‘A’ 89,468 88.10 6.93 9.76 Supporting 
Data Processing oa 
Shops = 
Fees Physical Plant ea 
Miscellaneous 
Central Utility = 
Sub-Total ‘B’ 
Total NASF 0.0% 
Furniture 12,043 11.90 93 1.31 Non-Assignable 
Equipment = = a — Custodial 
Circulation 
Sub-Total ‘C’ 12,043 11.90 93 1.31 Mechanical 
Rest Room 
Total Project Cost 101,511 100.00 7.87 11.07 Unassignable 


OLD PRESS BUILDING RENOVATIONS 


USE CATEGORY TYPE: 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 08/66 
CONSTRUCTION TIME: 
MARKET CONDITION: 


9,167 
12,903 
cnt 


08/66 —03/68 
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Sciences Buildings Completion 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: GU032 


BUILDING TYPE: SCIENCE 
PROJECT TYPE: COMPLETION 
UACP CODE: ai 


SUBMISSION DATE: 11/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’! Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


Ee 


ACTUAL 


COST 


117,792 
117,792 


74,812 


26,112 
8,748 


209,968 


18,480 
6,352 


24,832 
39,700 


39,700 


274,500 


PHYS SCI 1—ADDITIONAL OFFICE SPACE 
USE CATEGORY TYPE: 


% OF TOTAL 


COST 


42.90 
42.90 


ACTUAL 
$/GSF 


22.74 
22.74 


ACTUAL 
$/NASF 


25.17 
25.17 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 06/67 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


4,680 
5,180 
-90 


07/67 — 08/69 


% OF TOTAL 
NASF AREA 


LL 


0.0% 


309 


310 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WA039 
BUILDING TYPE: SCIENCE 
PROJECT TYPE: COMPLETION 
UACP CODE: teat 
SUBMISSION DATE: 06/68 


COMPLETION 6TH FLOOR 67 MATH 


USE CATEGORY TYPE: 


NASF: 14,430 
GSF: 24,050 
NASF/GSF: -60 


TENDER/ESTIMATE DATE: 10/67 
CONSTRUCTION TIME: 01/68 — 04/68 
MARKET CONDITION: 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 1.1 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research 3.9 
Laboratory 11.3 
Indirect & Gen’]1 Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 77.1 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment Physical Education ara 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 164,749 43.70 6.85 11.42 Audio Visual = 
Building Cost 164,749 43.70 6.85 11.42 Clinic a 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 87,710 23.20 3.65 6.08 Assembly ak 
Exhibition =# 
Electrical 81,474 21.60 3.39 5.65 Food aye 
Fed. Sales Tax Rebate 1135357 3.50 -56 -93 Recreation a 
Sub-Total ‘A’ 320,576 85.00 13233 22.22 Supporting 
Data Processing on 
Shops ean 
Fees 20,036 5.30 83 1.39 Physical Plant 6.3 
Miscellaneous 10,018 2.70 42 .69 
Central Utility a 
Sub-Total ‘B’ 30,054 8.00 1.25 2.08 
Total NASF 99.7% 
Furniture 26,715 7.10 a he eb 1.85 Non-Assignable 
Equipment =a =, te a Custodial 
Circulation 
Sub-Total ‘C’ 26,715 7.10 tit 1.85 Mechanical 
Rest Room 
Total Project Cost 377,345 100.00 15.69 26.15 Unassignable 


aii 


Pacem ee 


VE 7 / Talbot College — 1965 , | Murphy, Schuller, Green & Martin, Architects 


Staging Buildings 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ACADEMIC STAGING BUILDING 1970 NASF: 144,383 
PROJECT NUMBER: BRO26 USE CATEGORY TYPE: GSF: 240,636 
BUILDING TYPE: STAGING OFFICE NASF/GSF: .60 
PROJECT TYPE: NEW BUILDING 300 220 810 TENDER/ESTIMATE DATE: 04/71 
UACP CODE: aol CONSTRUCTION TIME: 05/71 — 08/72 
SUBMISSION DATE: 05/71 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) _ es = = Classroom 8.1 
Site Develop. (Incl.) 22,375 .380 09 15 
Alter’ns & Renova’ns = — = See Special Purpose 
Site Development 22,375 .30 .09 -15 Research 4.2 
Laboratory 25.9 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 34.0 
Int. Vert. Elements 
Multi-Storey Elements Library 3 
Interior Finishes 
Building Equipment 188,832 2.30 -78 1.31 Physical Education = 
Cash Allowance 229,000 2.80 96 1.59 
Built-in Equipment 665,000 8.20 2.76 4.61 Special Use 
Architectural 3,744,393 46.20 15.56 25.93 Audio Visual — 
Building Cost 4,827,225 59.60 20.06 33.43 Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,310,850 16.20 5.45 9.08 Assembly 0.6 
Exhibition — 
Electrical 985,000 12.20 4.09 6.82 Food 8.2 
Fed. Sales Tax Rebate 213,692 2.60 89 1.48 Recreation 8.2 
Sub-Total ‘A’ 6,931,758 85.60 28.81 48.01 Supporting 
Data Processing 5.0 
Shops 5.6 
Fees 521,832 6.40 2A7 3.61 Physical Plant = 
Miscellaneous 136,255 1.70 57 94 
Central Utility ae 
Sub-Total ‘B’ 658,087 8.10 2.73 4.56 
Total NASF 100.0 
Furniture 362,814 4.50 1251 2.51 Non-Assignable 
Equipment 145,000 1.80 .60 1.00 Custodial 
Circulation 
Sub-Total ‘C’ 507,814 6.30 2.11 3.52 Mechanical 
Rest Room 
Total Project Cost 8,097,659 100.00 33.65 56.08 Unassignable 
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314 


a 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: TEMPORARY ACCOMMODATION NASF: 4,200 
PROJECT NUMBER: LHO39 USE CATEGORY TYPE: GSF: 5,250 
BUILDING TYPE: STAGING CLASSROOM NASF/GSF: -80 
PROJECT TYPE: NEW BUILDING LABORATORY TENDER/ESTIMATE DATE: 06/71 
UACP CODE: 7-1 100 220 CONSTRUCTION TIME: OF TN — OS TRE 
SUBMISSION DATE: 07/71 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) Classroom 51.9 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research a 
Laboratory oo 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 48.1 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment a 4 = bes Physical Education = 
Cash Allowance 1,000 1.00 i) 24 
Built-in Equipment — ay =% = Special Use 
Architectural 58,059 56.50 11.06 13.82 Audio Visual a 
Building Cost 59,059 57.50 11:25 14.06 Clinic = 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 19,476 18.90 3.71 4.64 Assembly — 
Exhibition = 
Electrical 8,360 8.10 159 1299 Food as 
Fed. Sales Tax Rebate 2,600 2.50 50 .62 Recreation Bs 
Sub-Total ‘A’ 84,295 82.00 16.06 20.07 Supporting 
Data Processing — 
Shops = 
Fees 6,000 5.80 1.14 1.43 Physical Plant = 
Miscellaneous 2,500 2.40 48 -60 
Central Utility oa 
Sub-Total ‘B’ 8,500 8.30 1.62 2.02 
Total NASF 100.0 
Furniture 10,000 9.70 1.90 2.38 Non-Assignable 
Equipment —_ — = — Custodial 
- Circulation 
Sub-Total ‘C’ 10,000 9.70 1.90 2.38 Mechanical 
Rest Room 
Total Project Cost 102,795 100.00 19.58 24.48 Unassignable 


315 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: INTERIM ADMINISTRATION 68 NASF: 16,835 
PROJECT NUMBER: QU062 USE CATEGORY TYPE: GSF: 24,570 
BUILDING TYPE: STAGING OFFICE NASF/GSF: .69 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 06/68 
UACP CODE: 7-1 300 830 CONSTRUCTION TIME: 07/68 — 11/68 
SUBMISSION DATE: 09/68 MARKET CONDITION: SLACK 

ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 

Site Develop. (Excl.) 30,000 7.00 1.22 1.78 Classroom a 


Site Develop. (Incl.) — = mr, 


Alter’ns & Renova’ns = ad 


a Sy Special Purpose 


Site Development 30,000 Research oom 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 66.4 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment = = 7 a Physical Education = 
Cash Allowance 9,600 2.20 .39 57 
Built-in Equipment = = — = Special Use 
Architectural 224,187 52.20 9.12 13.32 Audio Visual — 
Building Cost 233,787 54.40 9.52 13.89 Clinic — 
Demonstration —= 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 44,000 10.20 L79 2.61 Assembly = 
Exhibition = 
Electrical 32,000 7.50 1.30 1.90 Food = 
Fed. Sales Tax Rebate 13,591 3.20 55 81 Recreation = 
Sub-Total ‘A’ 326,196 76.00 13.28 19.38 Supporting 
Data Processing _ 
Shops 33.6 
Fees 22,000 5.10 .90 1.31 Physical Plant = 
Miscellaneous 19,213 4.50 .78 1.14 
; Central Utility = 
Sub-Total ‘B’ 41,213 9.60 1.68 2.45 
Total NASF 100.0 
Furniture 60,000 14.00 2.44 3.56 Non-Assignable 
Equipment 2,000 60 .08 12 Custodial 
Circulation 
Sub-Total ‘C’ 62,000 14.40 2.52 3.68 Mechanical 
Rest Room 
Total Project Cost 429,409 100.00 17.48 25.51 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


PROJECT NUMBER: TRO18 
BUILDING TYPE: STAGING 
PROJECT TYPE: 

UACP CODE: 7-2 
SUBMISSION DATE: 01/71 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Iincl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’l Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


NEW BUILDING 


STAGING BUILDING 


ACTUAL 


COST 


24,600 
21,357 


45,957 


175,792 
7,261 


377,633 
560,686 


198,754 


74,539 
25,660 


854,276 
16,060 
108 ,278 
124,338 
31,522 
578,954 


610,476 


1,589,090 


220 210 


% OF TOTAL 
COST 


11.10 
-50 


23.80 
35.30 


12.50 


4.70 
1.60 


53.80 
1.00 
6.80 
7.80 
2.00 

36.40 


38.40 


100.00 


USE CATEGORY TYPE: 
LABORATORY 


ACTUAL 
$/GSF 


73 
64 


1.37 


5.25 
22 


11.28 
16.75 


5.94 


2.23 
acta! 


25.52 
-48 
3.23 
3.71 
94 
17.29 


18.24 


47.47 


ACTUAL 
$/NASF 


7.69 
-32 


16.52 
24.52 


8.69 


3.26 
1.12 


37.36 
-70 
4.74 
5.44 
1.38 
25.32 


26.70 


69.50 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


22,866 
33,477 
-68 
03/67 
04/67 — 12/67 
BUSY 


% OF TOTAL 
NASF AREA 


100.0 


SEF 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: STAGING COMPLEX PHASE 1 — 68 NASF: 29,308 
PROJECT NUMBER: WE027 USE CATEGORY TYPE: GSF: 40,600 
BUILDING TYPE: STAGING LABORATORY NASF/GSF: whe 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 09/68 
UACP CODE: 7-1 220 300 210 CONSTRUCTION TIME: 08/68 — 12/68 
SUBMISSION DATE: 11/69 MARKET CONDITION: SLACK 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COSsT $/GSF $/NASF USE CATEGORY NASF AREA 
i 
Site Develop. (Excl.) 35,000 4.10 86 1.19 Classroom 5.6 
Site Develop. (Incl.) 12,000 1.40 .30 41 
Alter’ns & Renova’ns — — — = Special Purpose 
Site Development 47,000 5.40 1.16 1.60 Research 23.7 
Laboratory 41.4 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 29.3 
Int. Vert. Elements 
Multi-Storey Elements Library — 


Interior Finishes 


Building Equipment = — = Physical Education <7 


Cash Allowance 6,590 80 16 -22 
Built-in Equipment ae tes i. a Special Use 
Architectural 295,481 34.20 7.28 10.08 Audio Visual = 
Building Cost 302,071 35.00 7.44 10.31 Clinic = 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 111,432 12.90 2.74 3.80 Assembly == 
Exhibition ar 
Electrical 75,837 8.80 1.87 2.59 Food - 
Fed. Sales Tax Rebate 20,000 2.30 .49 .68 Recreation a 
Sub-Total ‘A’ 516,340 59.80 i 17.62 Supporting 
Data Processing = 
Shops == 
Fees 12,000 1.40 .30 41 Physical Plant = 
Miscellaneous 15,000 iL) 37 51 
Central Utility ry 
Sub-Total ‘B’ 27,000 3.10 .67 -92 
Total NASF 100.0 
Furniture 140,000 16.20 3.45 4.78 Non-Assignable 
Equipment 180,000 20.80 4.43 6.14 Custodial 
Circulation 
Sub-Total ‘C’ 320,000 37.10 7.88 10.92 Mechanical 
Rest Room 
Total Project Cost 863,540 100.00 21.26 29.46 Unassignable 


SS SSS nnn eee ee errr ere me 
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PROJECT COST/SPACE RECORD 22/SEP/7i 
PROJECT NAME: TEMPORARY OFFICE BUILDING NASF: 25,593 
PROJECT NUMBER: YOO46 USE CATEGORY TYPE: GSF: 35,724 
BUILDING TYPE: STAGING NASF/GSF: ati?) 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 11/67 
UACP CODE: 7-1 CONSTRUCTION TIME: 
SUBMISSION DATE: 06/68 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
——— eee 
Site Develop. (Excl.) Classroom a 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research a 
Laboratory ‘a 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 94.6 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment 300 10 01 OL Physical Education — 
Cash Allowance 7,265 1.40 .20 -28 
Built-in Equipment = = =. a Special Use 
Architectural 361,309 67.90 10.11 14.12 Audio Visual = 
Building Cost 368 874 69.30 10.33 14.41 Clinic = 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 116,938 22.00 3.27 4.57 Assembly = 
Exhibition — 
Electrical 63,000 11.80 1.76 2.46 Food ae: 
Fed. Sales Tax Rebate 17,790 3.30 50 -70 Recreation 4.8 
Sub-Total ‘A’ 531,022 99.80 14.86 20.75 Supporting 
Data Processing as 
Shops pics 
Fees Physical Plant a 
Miscellaneous 
Central Utility ho 
Sub-Total ‘B’ 
Total NASF 100.0 
Furniture 1,188 .20 03 05 Non-Assignable 
Equipment — = _ — Custodial 
Circulation 
Sub-Total ‘C’ 1,188 .20 .03 05 Mechanical 
Rest Room 
Total Project Cost 532,210 100.00 14.90 20.80 Unassignable 


eee SSS 


Student’s Union Buildings 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: UNIVERSITY UNION-67 NASF: 57,878 
PROJECT NUMBER: CA031 USE CATEGORY TYPE: GSF: 103,179 
BUILDING TYPE: STUDENT’S UNION RECREATION NASF/GSF: -56 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 08/68 
UACP CODE: see! 740 CONSTRUCTION TIME: 10/68 — 01/70 
SUBMISSION DATE: 09/68 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) — <a am Fe Classroom a 
Site Develop. (Incl.) 233,000 5.20 2.26 4.03 
Alter’ns & Renova’ns 170,000 3.80 1.65 2.94 Special Purpose 
Site Development 403,000 9.10 3.91 6.96 Research = 
Laboratory aa 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 18.7 
Int. Vert. Elements 
Multi-Storey Elements Library = 
Interior Finishes 
Building Equipment 61,000 1.40 59 1.05 Physical Education oe 
Cash Allowance 208,000 4.70 2.02 3.59 
Built-in Equipment = == = —— Special Use 
Architectural 2,215,000 49.80 21.47 38.27 Audio Visual = 
Building Cost 2,484,000 55.80 24.07 42.92 Clinic 4.6 
Demonstration — 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 670,000 15.10 6.49 11.58 Assembly 13.3 
Exhibition oe 
Electrical 236,000 5.30 2.29 4.08 Food 18.7 
Fed. Sales Tax Rebate 144,920 3.30 1.40 2.50 Recreation 44.7 
Sub-Total ‘A’ 3,648,080 82.00 35.36 63.03 Supporting 
Data Processing ae 
Shops as 
Fees 237,125 5.30 2.30 4.10 Physical Plant = 
Miscellaneous 109,442 2.50 1.06 1.89 
Central Utility es 
Sub-Total ‘B’ 346,567 7.80 3.36 5.99 
Total NASF 100.0 
Furniture 308,866 6.90 2.99 5.34 Non-Assignable 
Equipment 147,302 3.30 1.43 2.55 Custodial 
: Circulation 
Sub-Total ‘C’ 456,168 10.20 4.42 7.88 Mechanical 
Rest Room 
Total Project Cost 4,450,815 100.00 43.14 76.90 Unassignable 


321 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: UNIVERSITY CENTRE 1968 NASF: 109,100 
PROJECT NUMBER: OT041 USE CATEGORY TYPE: GSF: 172,000 
BUILDING TYPE: STUDENT’S UNION RECREATION NASF/GSF: 63 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 05/71 
UACP CODE: 5 740 730 CONSTRUCTION TIME: 09/71 — 05/73 
SUBMISSION DATE: 05/71 MARKET CONDITION: 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
a a a a ee eee 
Site Develop. (Excl.) 164,000 2.80 95 1.50 Classroom rae 
Site Develop. (Incl.) 231,500 3.90 1.35 2.12 
Alter’ns & Renova’ns 23,500 -40 14 -22 Special Purpose 
Site Development 419,000 7.10 2.44 3.84 Research a 
Laboratory r= 
Indirect & Gen’] Exp 480,000 8.10 2.79 4.40 Dry Lab 
Substructure 294,000 5.00 alarfat 2.69 Wet Lab 
Horizontal Elements 622,000 10.50 3.62 5.70 
Exterior Cladding 670,000 11.30 3.90 6.14 Office 15.2 
Int. Vert. Elements 313,000 5.30 1.82 2.87 
Multi-Storey Elements 238,000 4.00 1.38 2.18 Library a 
Interior Finishes 399,500 6.70 2.32 3.66 
Building Equipment 425,000 7.20 2.47 3.90 Physical Education ia 
Cash Allowance 49,500 .80 <29 -45 
Built-in Equipment a == = =, Special Use 
Architectural Audio Visual 0.1 
Building Cost 3,491,000 58.80 20.30 32.00 Clinic 0.1 
Demonstration a 
Plumbing & Drains 195,000 3.30 ia 1.79 
Heat. Vent. & Cond. 725,000 12.20 4.22 6.65 General Use 
Mechanical 920,000 15.50 5.35 8.43 Assembly 6.4 
Exhibition = 
Electrical 450,000 7.60 2.62 4.12 Food 32.5 
Fed. Sales Tax Rebate 153,480 2.60 .89 1.41 Recreation 45.7 
Sub-Total ‘A’ 5,126,520 86.40 29.81 46.99 Supporting 
Data Processing = 
Shops ei 
Fees 398,100 6.70 2.31 3.65 Physical Plant = 
Miscellaneous 97,800 1.60 57 90 
Central Utility i 
Sub-Total ‘B’ 495,900 8.40 2.88 4.55 
Total NASF 100.0 
Furniture 235,000 4.00 1.37 2.15 Non-Assignable 
Equipment 76,000 1.30 44 -70 Custodial 
Circulation 
Sub-Total ‘C’ 311,000 5.20 1.81 2.85 Mechanical 
Rest Room 
Total Project Cost 5,933,420 100.00 34.50 54.39 Unassignable 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: QU090 
BUILDING TYPE: 
PROJECT TYPE: NEW BUILDING 
UACP CODE: tie! 
SUBMISSION DATE: 12/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


STUDENT’S UNION 


ACTUAL 
COST 


814,680 


8,147 


806,533 


96,065 
9,503 


105,568 


912,101 


SOCIAL CENTRE, WEST CAMPUS RES 1 — 70 


USE CATEGORY TYPE: 


RECREATION 


740 730 


% OF TOTAL 
COST 


89.30 


-90 


88.40 


ACTUAL 
$/GSF 


37.99 


37.61 


ACTUAL 
$/NASF 


50.18 


-50 


49.68 


5.92 


22/SEP/71 

NASF: 16,235 
GSF: 21,447 
NASF/GSF: -76 


TENDER/ESTIMATE DATE: 10/69 
CONSTRUCTION TIME: 07/70 — 12/71 
MARKET CONDITION: BUSY 


% OF TOTAL 
USE CATEGORY NASF AREA 
Classroom = 


Special Purpose 
Research = 
Laboratory — 
Dry Lab 
Wet Lab 


Office 4.3 
Library ae 
Physical Education = 


Special Use 
Audio Visual _— 
Clinic == 
Demonstration _ 


General Use 
Assembly — 
Exhibition i 
Food 60.3 
Recreation 32.9 


Supporting 
Data Processing = 
Shops 2.5 
Physical Plant — 


Central Utility ee 
Total NASF 100.0 
Non-Assignable 

Custodial 

Circulation 

Mechanical 


Rest Room 


Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 


COST ELEMENT 


CAMPUS CENTRE BUILDING — 65 
PROJECT NUMBER: WA009 

STUDENT’S UNION 
NEW BUILDING 
UACP CODE: ya 

SUBMISSION DATE: 11/68 


USE CATEGORY TYPE: 


22/SEP/71 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 


31,869 
61,772 
52 
09/66 
10/66 — 07/68 
BUSY 


% OF TOTAL 
NASF AREA 


ss SSS SSS 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 
Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


RECREATION 
740 

ACTUAL % OF TOTAL ACTUAL ACTUAL 

COST COST $/GSF $/NASF 
17,540 90 28 55 
5.808 “30 ‘09 18 
23,348 1.20 38 73 
52,963 2.60 86 1.66 
18.750 90 30 ‘59 
1,168,209 57.60 18.91 36.66 
1.239.922 61.10 20.07 38.91 
324,784 16.00 5.26 10.19 
206,486 10.20 3.34 6.48 
70,848 3.50 1.15 2.22 
1,723,692 85.00 27.90 54.09 
106,620 5.30 1.73 3.35 
53,310 2.60 ‘86 1.67 
159,930 7.90 2.59 5.02 
145,000 7.10 2.35 4.55 
145,000 7.10 2.35 4.55 
2,028,622 100.00 32.84 63.66 


Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


14.0 


100.0 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: rei 


SUBMISSION DATE: 12/70 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


ACTUAL 
COST 


60,000 


60,000 


13,700 


1,173,139 
1,186,839 


350,000 


190,000 
53,600 


1,733,239 
135,192 
38,132 
173,324 
206,737 
43,700 


250,437 


2,157,000 


UNIVERSITY COMMUNITY CENTRE 1970 
PROJECT NUMBER: WEO038 


STUDENT’S UNION 
NEW BUILDING 


USE CATEGORY TYPE: 
RECREATION 


740 730 


% OF TOTAL ACTUAL 
COST $/GSF 
2.80 1.12 
2.80 1.12 
-60 25 
54.40 21.82 
55.00 22.08 
16.20 6.51 
8.80 3.53 
2.50 1.00 
80.40 32.24 
6.30 2.51 
1.80 71 
8.00 3.22 
9.60 3.85 
2.00 81 
11.60 4.66 
100.00 40.13 


ACTUAL 
$/NASF 


1.63 


1.63 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 
Total NASF 


Non-Assignable 
Custodial 
Circulation 
Mechanical 
Rest Room 


Unassignable 


36,750 
53,755 
-68 
09/70 
10/70 — 08/72 
NORMAL 
% OF TOTAL 
NASF AREA 
15.5 
3.5 
0.1 
27.0 
53.7 
100.0 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: STUDENT CENTRE 68 NASF: 33,838 
PROJECT NUMBER: WI1027 USE CATEGORY TYPE: GSF: 56,211 
BUILDING TYPE: STUDENT’S UNION FOOD NASF/GSF: -60 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 03/68 
UACP CODE: 7-1 730 740 CONSTRUCTION TIME: 03/68 — 07/69 
SUBMISSION DATE: 11/68 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) es a, i = Classroom = 
Site Develop. (Incl.) 79,000 3.60 1.41 2.33 
Alter’ns & Renova’ns _— _ — — Special Purpose 
Site Development 79,000 3.60 1.41 2.33 Research — 
Laboratory — 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 9.0 
Int. Vert. Elements 
Multi-Storey Elements Library at 
Interior Finishes 
Building Equipment 252,000 11.60 4.48 7.45 Physical Education aa 
Cash Allowance 76,250 3.50 1.36 2.20 
Built-in Equipment os a= a = Special Use 
Architectural 962,750 44.40 17.13 28.45 Audio Visual =S 
Building Cost 1,291,000 59.60 22.97 38.15 Clinic = 
Demonstration = 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 396,000 18.30 7.04 11.70 Assembly — 
. Exhibition re 
Electrical 164,000 7.60 2.92 4.85 Food 61.4 
Fed. Sales Tax Rebate 77,200 3.60 1.37 2.28 Recreation 29.5 
Sub-Total ‘A’ 1,852,800 85.50 32.96 54.76 Supporting 
Data Processing _ 
Shops = 
Fees 115,800 5.30 2.06 3.42 Physical Plant — 
Miscellaneous 57,900 2.70 1.03 1.71 
Central Utility me 
Sub-Total ‘B’ 173,700 8.00 3.09 5.13 
Total NASF 100.0 
Furniture 140,000 6.50 2.49 4.14 Non-Assignable 
Equipment — — = _ Custodial 
Circulation 
Sub-Total ‘C’ 140,000 6.50 2.49 4.14 Mechanical 
Rest Room 
Total Project Cost 2,166,500 100.00 38.54 64.03 Unassignable 


Murray & Murray, Architects & Town Planner 


: 
a 
s 
ae 
d 


oy 


CA 25 / Administration Building — 1967 


Utility Buildings 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: 
BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: 
SUBMISSION DATE: 


COST ELEMENT 


CENTRAL UTILITIES — 65 
BROO3 

UTILITY 

NEW BUILDING 

7-2 

07/69 


ACTUAL 
COST 


Site Develop. (Excl.) = 


Site Develop. (Incl.) 


12,263 


Alter’ns & Renova’ns = 


Site Development 


12,263 


Indirect & Gen’] Exp 


Substructure 


Horizontal Elements 


Exterior Cladding 
Int. Vert. Elements 


Multi-Storey Elements 


Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 


Architectural 
Building Cost 


Plumbing & Drains 


Heat. Vent. & Cond. 


Mechanical 


Electrical 


Fed. Sales Tax Rebate 


Sub-Total ‘A’ 


Fees 

Miscellaneous 
Sub-Total ‘B’ 

Furniture 


Equipment 


Sub-Total ‘C’ 


Total Project Cost 


43,463 


42,214 
16,515 


533,993 


32,040 


32,040 
25,000 


25,000 


591,033 


USE CATEGORY TYPE: 
CENTRAL UTILITY 


900 


% OF TOTAL ACTUAL ACTUAL 
COST $/GSF $/NASF 
2.10 83 1.38 
2.10 83 1.38 
1.10 44 73 
75.50 30.04 50.16 
76.60 30.48 50.89 
7.40 2.93 4.89 
7.10 2.84 4.75 
2.80 eats! 1.86 
90.30 35.97 60.05 
5.40 2.16 3.60 
5.40 2.16 3.60 
4.20 1.68 2.81 
4.20 1.68 2.81 

100.00 39.81 66.46 


22/SEP/71 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


8,893 
14,847 
-60 
11/65 
12/65 — 05/66 
BUSY 


% OF TOTAL 
NASF AREA 


i 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: CA003 
BUILDING TYPE: UTILITY 
PROJECT TYPE: NEW BUILDING 


CENTRAL HEATING PLANT 1965 


USE CATEGORY TYPE: 


CENTRAL UTILITY 


22/SEP/71 

NASF: 9,439 
GSF: 10,687 
NASF/GSF: .88 


TENDER/ESTIMATE DATE: 06/63 


UACP CODE: 7-2 900 CONSTRUCTION TIME: 09/63 — 10/64 
SUBMISSION DATE: 02/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) — 3 os = Classroom 
Site Develop. (Incl.) 388,944 30.70 36.35 41.21 
Alter’ns & Renova’ns — ee = — Special Purpose 
Site Development 388,944 30.70 36.39 41.21 Research 
Laboratory 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment Physical Education 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 203,093 16.10 19.00 21.52 Audio Visual 
Building Cost 203,093 16.10 19.00 21.52 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 393,502 31.10 36.82 41.69 Assembly 
Exhibition 
Electrical 177,970 14.10 16.65 18.85 Food 
Fed. Sales Tax Rebate 34,129 2.70 3.19 3.62 Recreation 
Sub-Total ‘A’ 1,129,380 89.30 105.68 119.65 Supporting 
Data Processing 
Shops 
Fees T2129 5.70 6.81 ur fay a Physical Plant 
Miscellaneous 45,851 3.60 4.29 4.86 
Central Utility 
Sub-Total ‘B’ 118,580 9.40 11.10 12.56 
Total NASF 
Furniture 16,950 1.30 1.59 1.80 Non-Assignable 
Equipment = = = = Custodial 
Circulation 
Sub-Total ‘C’ 16,950 1.30 1.59 1.80 Mechanical 
Rest Room 
Total Project Cost 1,264,910 100.00 118.36 134.01 Unassignable 


ee _______________..._e 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: GU008 
BUILDING TYPE: UTILITY 
PROJECT TYPE: NEW BUILDING 


CENTRAL UTILITIES PLANT — 1 


USE CATEGORY TYPE: 
CENTRAL UTILITY 


22/SEP/71 

NASF: 27,965 
GSF: 29,732 
NASF/GSF: -94 


TENDER/ESTIMATE DATE: 08/66 


UACP CODE: 7-2 900 CONSTRUCTION TIME: 10/66 — 10/68 
SUBMISSION DATE: 08/70 MARKET CONDITION: BUSY 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 127,944 2.00 4.30 4.58 Classroom 
Site Develop. (Incl.) 2,808,838 44.40 94.47 100.44 
Alter’ns & Renova’ns — — _— — Special Purpose 
Site Development 2,936,782 46.40 98.78 105.02 Research 
Laboratory 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment — a se i Physical Education 
Cash Allowance 10,337 .20 35 eo) 
Built-in Equipment = — — — Special Use 
Architectural 620,524 9.80 20.87 22.19 Audio Visual 
Building Cost 630,861 10.00 21:22 22.56 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 1,949,656 30.80 65.57 69.72 Assembly 
Exhibition 
Electrical 578,658 9.10 19.46 20.69 Food 
Fed. Sales Tax Rebate 186,136 2.90 6.26 6.66 Recreation 
Sub-Total ‘A’ 5,909,821 93.40 198.77 211.33 Supporting 
Data Processing 
Shops 
Fees 343,161 5.40 11.54 gy | Physical Plant 
Miscellaneous 73,373 1.20 2.47 2.62 
Central Utility 
Sub-Total ‘B’ 416,534 6.60 14.01 14.89 
Total NASF 
Furniture 1,417 -05 .05 Non-Assignable 
Equipment = = at a Custodial 
, Circulation 
Sub-Total ‘C’ 1,417 -05 .05 Mechanical 
Rest Room 
Total Project Cost 6,327,772 100.00 212.83 226.27 Unassignable 


PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: ENERGY CONVERSION CENTER NASF: 24,896 
PROJECT NUMBER: W1043 USE CATEGORY TYPE: GSF: 29,379 
BUILDING TYPE: UTILITY CENTRAL UTILITY NASF/GSF: 85 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 03/70 
UACP CODE: 7-1 900 CONSTRUCTION TIME: 04/70 — 11/71 
SUBMISSION DATE: 09/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
ee eS eS Eee eee ee EE EE ae eee 
Site Develop. (Excl.) = = ca ea Classroom 
Site Develop. (Incl.) 7,600 -70 -26 31 
Alter’ns & Renova’ns a = rae a Special Purpose 
Site Development 7,600 -70 .26 .31 Research 
Laboratory 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment = a = = Physical Education 
Cash Allowance 26,700 2.50 91 1.07 
Built-in Equipment —_ s=s as = Special Use 
Architectural 876,920 82.00 29.85 35.22 Audio Visual 
Building Cost 903,620 84.50 30.76 36.30 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 70,000 6.50 2.38 2.81 Assembly 
Exhibition 
Electrical 19,000 1.80 65 76 Food 
Fed. Sales Tax Rebate 30,006 2.80 1.02 P21 Recreation 
Sub-Total ‘A’ 970,214 90.70 33.02 38.97 Supporting 
Data Processing 
Shops 
Fees 67,915 6.30 2.31 2.73 Physical Plant 
Miscellaneous 29,106 2.70 99 1.17 
Central Utility 
Sub-Total ‘B’ 97,021 9.10 3.30 3.90 
Total NASF 
Furniture 2,500 .20 .09 .10 Non-Assignable 
Equipment — = = a Custodial 
Circulation 
Sub-Total ‘C’ 2,500 -20 .09 10 Mechanical 
Rest Room 
Total Project Cost 1,069,735 100.00 36.41 42.97 Unassignable 
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PROJECT COST/SPACE RECORD 22/SEP/71 
PROJECT NAME: CENTRAL UTILITIES — 2 NASF: 96,000 
PROJECT NUMBER: YOO38 USE CATEGORY TYPE: GSF: 99,000 
BUILDING TYPE: UTILITY CENTRAL UTILITY NASF/GSF: 97 
PROJECT TYPE: NEW BUILDING TENDER/ESTIMATE DATE: 04/67 
UACP CODE: 7-2 900 CONSTRUCTION TIME: 05/67 — 07/68 
SUBMISSION DATE: 10/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
EE ES SS EE OO Ee. 
Site Develop. (Excl.) Classroom 
Site Develop. (Incl.) 
Alter’ns & Renova’ns Special Purpose 
Site Development Research 
Laboratory 
Indirect & Gen’l Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 
Int. Vert. Elements 
Multi-Storey Elements Library 
Interior Finishes 
Building Equipment 524,487 34.90 5.30 5.46 Physical Education 
Cash Allowance ms = = = 
Built-in Equipment p= 7 rad wis Special Use 
Architectural 281,403 18.70 2.84 2.93 Audio Visual 
Building Cost 805,890 53.60 8.14 8.39 Clinic 
Demonstration 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 471,212 31.40 4.76 4.91 Assembly 
Exhibition 
Electrical = a = = Food 
Fed. Sales Tax Rebate 53,816 3.60 54 56 Recreation 
Sub-Total ‘A’ 1,223,286 81.40 12.36 12.74 Supporting 
Data Processing 
Shops 
Fees 258,934 17.20 2.62 2.70 Physical Plant 
Miscellaneous 20,000 1.30 .20 yl 
Central Utility 
Sub-Total ‘B’ 278,934 18.60 2.82 2.91 
Total NASF 
Furniture Non-Assignable 
Equipment Custodial 
: Circulation 
Sub-Total ‘C’ Mechanical 


Rest Room 


Total Project Cost 1,502,220 100.00 VSS. 15.65 Unassignable 


Utility Buildings Additions 
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PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: CA028 
BUILDING TYPE: UTILITY 
PROJECT TYPE: ADDITION 
UACP CODE: I—2 


SUBMISSION DATE: 02/70 MARKET CONDITION: NORMAL 
ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) _ _ — — Classroom ? 
Site Develop. (Incl.) 3,000 -60 57 59 
Alter’ns & Renova’ns _ _ — — Special Purpose 
Site Development 3,000 -60 57 59 Research =e 
Laboratory ee 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office a= 
Int. Vert. Elements 
Multi-Storey Elements Library <. 
Interior Finishes 
Building Equipment Physical Education Se 
Cash Allowance 
Built-in Equipment Special Use 
Architectural 124,400 23.60 23.56 24.63 Audio Visual aa 
Building Cost 124,400 23.60 23.56 24.63 Clinic er 
Demonstration —y 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 314,392 59.70 59.54 62.26 Assembly a 
Exhibition <= 
Electrical 64,780 12.30 12.27 12.83 Food = 
Fed. Sales Tax Rebate 21,552 4.10 4.08 4.27 Recreation 7 
Sub-Total ‘A’ 485,020 92.10 91.86 96.04 Supporting 
Data Processing aie 
Shops a 
Fees 29,435 5.60 5.57 5.83 Physical Plant a 
Miscellaneous 12,386 2.40 2.35 2.45 
Central Utility a 
Sub-Total ‘B’ 41,821 7.90 wae 8.28 
Total NASF 0.0% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 526,841 100.00 99.78 104.32 Unassignable 


CENTRAL HEATING PLANT EXT. 1967 
USE CATEGORY TYPE: 


NASF: 5,050 
GSF: 5,280 
NASF/GSF: -96 


TENDER/ESTIMATE DATE: 09/67 
CONSTRUCTION TIME: 10/67 — 09/68 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: Ua 


SUBMISSION DATE: 04/68 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


CENTRAL BOILER PLANT EXT. 1 
PROJECT NUMBER: MC041 

UTILITY 

ADDITION 


ACTUAL 
COST 


10,000 
23,000 
68,500 
101,500 


7,000 
347,300 
1,181,870 
800,005 
2,336,175 


258,525 


149,800 


2,846,000 


200,875 
55,265 


256,140 
73,000 


73,000 


3,175,140 


USE CATEGORY TYPE: 


% OF TOTAL 
COST 


.30 
-70 
2.20 
3.20 


ACTUAL 


$/GSF 


55 
1.27 
3.77 
5.59 


ACTUAL 
$/NASF 


63 
1.44 
4.29 
6.36 


NASF: 
GSF: 
NASF/GSF: 


TENDER/ESTIMATE DATE: 


CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


15,951 
18,153 
88 
03/68 
06/67 — 11/70 
SLACK 


% OF TOTAL 
NASF AREA 


36.7 


i 


335 


336 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 
PROJECT NUMBER: WE024 


BUILDING TYPE: UTILITY 
PROJECT TYPE: ADDITION 
UACP CODE: i 


SUBMISSION DATE: 01/68 


HEATING PLANT EXPANSION 67 


USE CATEGORY TYPE: 


NASF: 14,307 
GSF: 15,880 
NASF/GSF: -90 


TENDER/ESTIMATE DATE: 01/68 
CONSTRUCTION TIME: 03/68 — 12/69 
MARKET CONDITION: NORMAL 


ACTUAL % OF TOTAL ACTUAL ACTUAL % OF TOTAL 
COST ELEMENT COST COST $/GSF $/NASF USE CATEGORY NASF AREA 
Site Develop. (Excl.) 29,650 3.90 1.87 2.07 Classroom = 
Site Develop. (Incl.) = = == oe 
Alter’ns & Renova’ns 4,000 .50 PAs) .28 Special Purpose 
Site Development 33,650 4.50 2502 2.35 Research = 
Laboratory ae 
Indirect & Gen’] Exp Dry Lab 
Substructure Wet Lab 
Horizontal Elements 
Exterior Cladding Office 76.0 
Int. Vert. Elements 
Multi-Storey Elements Library a 
Interior Finishes 
Building Equipment 1,000 10 .06 07 Physical Education oe 
Cash Allowance 4,470 60 28 ol 
Built-in Equipment = == = —= Special Use 
Architectural 269,390 35.80 16.96 18.83 Audio Visual ee 
Building Cost 274,860 36.50 17.31 19.21 Clinic =, 
Demonstration a 
Plumbing & Drains 
Heat. Vent. & Cond. General Use 
Mechanical 310,499 41.20 19.55 21.70 Assembly = 
Exhibition = 
Electrical 106,291 14.10 6.69 7.43 Food ont 
Fed. Sales Tax Rebate 19,750 2.60 1.24 1.38 Recreation Re 
Sub-Total ‘A’ 705,550 93.70 44.43 49.32 Supporting 
Data Processing i 
Shops ras 
Fees 40,000 5.30 2.52 2.80 Physical Plant 23.9 
Miscellaneous 7,700 1.00 48 54 
Central Utility a 
Sub-Total ‘B’ 47,700 6.30 3.00 3.33 
Total NASF 99.9% 
Furniture Non-Assignable 
Equipment Custodial 
Circulation 
Sub-Total ‘C’ Mechanical 
Rest Room 
Total Project Cost 753,250 100.00 47.43 52.65 Unassignable 


PROJECT COST/SPACE RECORD 


PROJECT NAME: 


BUILDING TYPE: 
PROJECT TYPE: 
UACP CODE: ao 


SUBMISSION DATE: 01/69 


COST ELEMENT 


Site Develop. (Excl.) 

Site Develop. (Incl.) 

Alter’ns & Renova’ns 
Site Development 


Indirect & Gen’] Exp 
Substructure 
Horizontal Elements 
Exterior Cladding 
Int. Vert. Elements 
Multi-Storey Elements 
Interior Finishes 
Building Equipment 
Cash Allowance 
Built-in Equipment 
Architectural 
Building Cost 


Plumbing & Drains 
Heat. Vent. & Cond. 


Mechanical 


Electrical 
Fed. Sales Tax Rebate 


Sub-Total ‘A’ 
Fees 
Miscellaneous 
Sub-Total ‘B’ 
Furniture 
Equipment 


Sub-Total ‘C’ 


Total Project Cost 


Dee eee ee 


ACTUAL 
COST 


222,970 


27,000 
249,970 


764,854 


166,649 


1,188,473 


71,308 
35,654 


106,962 
3,000 


3,000 


1,298,435 


CENTRAL CHILLING PLANT — 67 EXPAN. 1 
PROJECT NUMBER: MC039 
UTILITY 
ALTERATION 


USE CATEGORY TYPE: 


% OF TOTAL ACTUAL 
COST $/GSF 


100.00 = 


ACTUAL 
$/NASF 


NASF: 

GSF: 

NASF/GSF: 
TENDER/ESTIMATE DATE: 
CONSTRUCTION TIME: 
MARKET CONDITION: 


USE CATEGORY 
Classroom 


Special Purpose 
Research 
Laboratory 

Dry Lab 
Wet Lab 


Office 
Library 
Physical Education 


Special Use 
Audio Visual 
Clinic 
Demonstration 


General Use 
Assembly 
Exhibition 
Food 
Recreation 


Supporting 
Data Processing 
Shops 
Physical Plant 


Central Utility 

Total NASF 

Non-Assignable 
Custodial 
Circulation 
Mechanical 


Rest Room 


Unassignable 


10/68 
01/69 — 09/69 
NORMAL 


% OF TOTAL 
NASF AREA 


0.0% 
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a 


Introduction 

The Architectural Services Branch of the Department of University Affairs prepared 
an interim cost study for the Committee on University Affairs in December of 
1970. The Committee requested this study to assist in its deliberations concerning 
the unit cost within the interim capital formula. It was printed in December of 
1970 and revised in February of 1971. Official criticism of the study mostly con- 
cerned the conclusions that were drawn and the data base which was felt to be 
incomplete and too small. This was acknowledged at that time. 


The data base has been broadened and it now includes all new building projects 
funded by this Department since July Ist, 1964. This study, unlike the interim 
study, does not concern itself with any commercial or institutional building costs. 
Rather, it explores experiences and trends within the Ontario university system 
only. It is felt that the interim study drew the macro comparisons accurately and 
that the reality of recent costs and ratios within the university system is more 
relevant at this time. 


The analytical computer runs are included herein and those that are directly com- 
parable to the tables used in the interim report are so indicated with appropriate 
comments. The various tables have been designed to present information in such a 
way as to be of use to administrators, architects and other professionals. 


The basic analytic framework Table CS 1 in the original interim cost study still 
pertains as a methodology for determining an appropriate project cost allowance in 
dollars per net assignable square foot. That methodology could be rewritten as 
follows: 


*Project Cost per Gross 
Allowable Project Cost per Net Assignable = Square Foot 


Square Foot Possible Net Assignable 


Area as a percentage of 
Gross Area (Page 86) 


10% of Construction 
Cost for Fees & 
Contingency (Pg. 57) 


Construction Cost in 
Dollars per Gross Z 
Square Foot (Pg. 34) 


*Project Cost 
per Gross 
Square Foot 


+ 15 to 18% of Construction 
Cost for Furniture & 
Equipment (Pages 58, 59) 


Observations and Conclusions 

NET TO GROSS 

The fact that a 6% per year escalation would require that the net to gross efficienc 
ratio be increased from 60% to 67% over 5 years still appears to be a valid assump: 
tion. Design efficiency must increase at only 1.2% per year to every 6% of escalati 
and, until the ultimate in efficiency is reached, there should be no real difficulty i: 
maintaining this pace. 


CONSTRUCTION COSTS (34) 
These costs have decreased from the 1970 figure to be on a par with the 1969 
figure which itself is considerably lower than the averages in 1966, 1967, 1968. 


FEES & CONTINGENCY (57) 
It appears that 10% of construction cost is still a reasonable amount to include for 
Fees and Contingency. 


EQUIPMENT & FURNITURE COSTS AS A PERCENTAGE OF 

CONSTRUCTION COSTS (58, 59) 

Over 7 years, 1964-71, these average 18.3% for all types. This compares to 17.4% 
(1964-70) in the interim study. This increase reflects additions to the data base of 
projects with unusually high equipment costs (see table on page 80). The assump- 
tion made last year that “an allowance of 15-17% of the construction cost is, on 
average, sufficient to cover the equipment and furniture costs of university 
projects’’, still appears to be a valid one. 


THE NET TO GROSS RATIO (86) 

This ratio has improved somewhat in 1971 and has improved generally since 1968, 
when the formula was introduced. The 1964-67 average was .573 whereas the 
formula years’ (1968-71) average was .6081. This is still below the average of other 
jurisdictions and will, no doubt, be further improved upon. 


Conclusion 

It would appear then that given the above consideration, it is not unreasonable to 
expect that a unit cost of $55/net assignable square foot within the capital formule 
would continue to allow the universities to fill their need for physical facilities in a 


‘fitting manner. 


A. 
LEMENT COSTS EXPRESSED IN DOLLARS 


PER NET ASSIGNABLE SQUARE FOOT 
(Pages 1-21 incl.) 


age 


Element 


Site Development 
(excluded from General Contract) 


Site Development 
(included in General Contract) 


Alterations & Renovations 
Site Development 
Building Equipment 
Cash Allowance 

Built-in Equipment 
Architectural 

Building 

Mechanical 

Electrical 

Federal Sales Tax Rebate 
Construction 

Fees 

Miscellaneous 

Fees & Contingency 


Furniture 


B. 


Equipment 
Equipment & Furniture 
Mechanical & Electrical 


Total Project 


ELEMENT COSTS EXPRESSED IN DOLLARS 
PER GROSS SQUARE FOOT 
(Pages 22-42 incl.) 


Page 


22 


23 


24 
25 
26 
27 
28 
29 
30 
31 
32 


33 


Element 


Site Development 
(excluded from General Contract) 


Site Development 
(included in General Contract) 


Alterations & Renovations 
Site Development 
Building Equipment 

Cash Allowance 

Built-in Equipment 
Architectural 

Building 

Mechanical 

Electrical 


Federal Sales Tax Rebate 


34 


oy) 


36 


ei 


38 


39 


40 


Construction Costs — 


This table compares directly with CS 11 
of interim study. The additions to the 
data base have caused considerable 
variance from the interim study. The 
projects causing most perturbation and 
distortion are ER 8, TO 26, WA 35 
and MC 46. This figure for all types in 
1968 would be $26.54 rather than 
$29.68 if ER 8 and TO 26 were to be 
excluded. They are included to main- 
tain the integrity of the data base. 
However, in any consideration of the 
unit cost within the formula, some 
subjective judgment would have to be 
exercised concerning any projects with 
extraordinary unit costs. 

The effect of the formula on unit costs 
would appear somewhat more drama- 
tic if two projects which were well 
underway at the time of the imple- 
mentation of the formula and which 
were therefore less capable of having 
their unit cost reduced, had not been 
included. In the “1970 all types”, if 
WA 34 and MC 46 were omitted, the 
figure would be $27.24 rather than 
$28.43. 


Fees 

Miscellaneous 

Fees & Contingency 
Furniture 
Equipment 


Equipment & Furniture 


CG. 


Mechanical & Electrical 


Total Project 


ELEMENT COSTS EXPRESSED AS A 
PERCENTAGE OF CONSTRUCTION COST 
(Pages 43-61 incl.) 


Page 


44 


45 


49 


Element 


Site Development 
(excluded from General Contract) 


Site Development 
(included in General Contract) 


Alterations & Renovations 

Site Development 

Building Equipment 

Cash Allowance 

Built-in Equipment 

Architectural 

Building 

Mechanical 

This table, together with the following 
one (Electrical), can be directly com- 
pared to CS 14 of the interim cost 
study. The average percentage for all 
types from 1964-70 in the interim 
study was 33.9%. This compares to 


22.08% + 11.25%, or 33.3% for 
1964-71. 


53 Electrical 

54 Federal Sales Tax Rebate 
a) Fees 

56 Miscellaneous 

Sy Fees & Contingency 


This table compares with CS 17 of the 
interim study. It would appear that the 
statement made at that time that “it is 
clear that an allowance of 10% of total 
construction cost is adequate’’ is still 

valid since the 1964-71 average appears 


to be 9.89%. 
58 Furniture 
Oey Equipment 
60 Equipment & Furniture 
61 Mechanical & Electrical 


D. 

ELEMENT COSTS EXPRESSED AS A 
PERCENTAGE OF TOTAL PROJECT COST 
(Pages 62-81 incl.) 


Page Element 


62 Site Development 
(excluded from General Contract) 


63 Site Development 
(included in General Contract) 


64 Alterations and Renovations 


65 


66 


67 


68 


69 


70 


q5 


q2 


aS 


74 


1 


76 


a7 


78 


79 


80 


Site Development 

Building Equipment 

Cash Allowance 

Built-in Equipment 

Architectural 

Building 

Mechanical 

Electrical 

Federal Sales Tax Rebate 
Construction 

Fees 

Miscellaneous 

Fees & Contingency 

Furniture 

Equipment 

Equipment & Furniture 

Note: TAble CS 19 of the interim cos 
study indicated a 1964-70 percentage 
for all types of 12.9. This has risen to 
14.13% despite the fact that no new 
Science Buildings are included in 197! 
The increase is due to the addition to 
the data base of projects formerly 
excluded because of unusually high 


equipment and furniture costs such as 
MC 29 and MC 21 (with actual equip- 


ient costs of $44.78 and $154.77 per 
et assignable square foot). The inclu- 
ion of such projects, while maintaining 
ne integrity of the data base, tends to 
istort percentages especially since 
anding for such equipment is often 
rom another source. They should not, 
herefore, enter into formula unit cost 
onsiderations without judgment being 


xercised. 

4 Mechanical & Electrical 

2 Contents of Data Base 

| Number of Projects by Building 
type and years 

3 Total Project Cost by Building type 

L Total GSF AReas by Building type 

$5 Total NASF Areas by Building type 

56 Net/Gross Ratios 

7 to 95 Data Base Contents 


Note: This includes a total of 117 pro- 
jects. Projects which are indicated in 
this manner were not included in last 
year’s study. 
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Site Development Costs (Excluded from General Contract) 


Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 


1964 


3.32 


1.15 


9 


-00 


7.61 


-00 


-00 


-00 


.00 


1,14 


-00 


-00 


-00 


.00 


-00 


1965 


-66 


.55 


-00 


-61 


-00 


-00 


-00 


-05 


-00 


-00 


-00 


-00 


-00 


-00 


1966 
1.29 
-31 
-00 
-29 
-00 
-00 
gual 
-00 
-00 
-00 
-55 
-00 
.00 
Toon 


-00 


1967 
2.01 
3.04 

-00 
-00 
-00 
3.42 
-20 
-00 
-00 
-08 
-00 
-00 
4.50 
-00 


1.08 


1968 


1.41 


1969 


-60 


2.08 


-68 


-00 


-68 


-00 


-00 


-00 


-00 


-10 


-00 


-00 


-00 


-00 


-00 


1970 


-35 


07 


-00 


-00 


-00 


-00 


-66 


-00 


-00 


-22 


-00 


-00 


-00 


-00 


-00 


1971 
+21 
-00 
-00 
-00 
-00 
-00 
-00 
-00 
-00 
-00 
-00 
-21 
-00 
-00 


-00 


New Buildings 


Site Development Costs (Included in General Contract) 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


sual 


68 


-45 


-00 


1.31 


-00 


-00 


.00 


-00 


-00 


-00 


-00 


.00 


-90 


-00 


1965 


-50 


-00 


.04 


-00 


.89 


1.69 


-05 


.00 


-00 


-00 


-00 


-00 


-00 


-00 


.00 


1966 


1.01 


1.53 


-00 


-00 


-60 


.00 


-89 


.00 


-00 


44 


18 


1.44 


-00 


-67 


-00 


1967 


1.78 


2.69 


53 


3.21 


.00 


1.45 


-90 


-00 


.00 


1.57 


.00 


~ .22 


Heike 


-00 


-93 


1968 


-67 


3.89 


-95 


-00 


-39 


-00 


+33 


-16 


.00 


-00 


3.40 


-00 


-00 


-00 


Al 


1969 


1.55 


1.55 


-91 


-00 


2.44 


.00 


-00 


-00 


2.40 


-50 


-00 


00 


.00 


-00 


-00 


1970 1971 
.74 44 
85 -00 

1.01 1.73 
.00 -24 
-08 48 
.00 -00 
81 -06 
-00 -00 
-00 -00 

1.05 -00 

1.63 -00 
-00 3.31 
.00 -00 
-69 -00 
-00 15 


New Buildings 


EE ene ee en cE EEE a as 
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Alteration & Renovation Costs 3 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types -58 18 -00 pa ed 2.63 .39 -00 -00 
Science -00 -00 .00 ellis Pye -32 .00 -00 
Engineering -00 -00 -00 .00 -00 -00 -00 -00 
Administration .00 .00 -00 .00 -00 -00 -00 -00 
Arts -58 -00 -00 -00 -00 .66 -00 -00 
Lecture Hall .00 .18 .00 -00 .00 -00 -00 -00 
Library -00 -00 .00 .00 .00 .00 .00 -00 
Law .00 -00 :00 .00 -00 -00 -00 -00 
Education -00 .00 -00 -00 .00 -00 -00 :00 
Physical Education .00 -00 -00 -00 -00 20 -00 -00 
Student Union -00 -00 -00 -00 2.94 -00 -00 -00 
Food Services .00 -00 -00 -00 -00 -00 -00 -00 
Health Services -00 -00 -00 -00 -00 -00 -00 -00 
Central Services & Maintenance .00 -00 -00 -00 -00 -00 -00 -00 
Staging -00 -00 -00 -00 -00 -00 -00 -00 


Dept. of University Affairs 
Architectural Services Branch 


Date: 02 Oct. 71 New Buildings 


ee 


Site Development Costs 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 


Science 


Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 

Physical Education 


Student Union 


Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


| Architectural Services Branch 
| Date: 02 Oct. 71 New Buildings 


"eee ae _—eeeeeeeeeeeeeeee- 
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Building Equipment Cost 5) 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types -90 93 1.26 2.34 1.40 1.13 .74 1.83 
Science 87 -70 .58 1.13 1.95 2.58 .23 -00 
Engineering .00 83 -00 .00 7.38 .00 -20 -00 
Administration .00 .00 -74 -00 .00 .00 2.88 .00 
Arts -80 1.18 2.15 .00 2.02 1.08 .00 Ye TiPA 
Lecture Hall 49 .00 .36 .00 -00 -00 -00 -00 
Library .39 .68 1.48 -00 -26 -00 42 1519 
Law .00 -00 -00 .00 -74 -00 -00 .00 
Education .00 .00 .00 -00 -00 2.08 -00 -00 
Physical Education 13 1,22 1.05 1.47 .00 38 1.76 -00 
Student Union .00 -00 1.66 -00 3.41 .00 .00 -00 
Food Services .00 -00 5.06 7.21 .00 -00 -00 -00 
Health Services -00 .00 .00 1.01 -00 -00 -00 .00 
Central Services & Maintenance 10.63 -00 1.60 -00 -00 -00 43 -07 
Staging -00 .00 -00 3.63 -00 -00 .00 1.31 


Dept. of University Affairs 
Architectural Services Branch 


Date: 02 Oct. 71 New Buildings 


Cash Allowance Costs 6 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 57 1.01 64 1.16 1.98 1.86 1.37 1.00 
Science .59 -712 84 1.69 .25 1.36 1.41 -00 
Engineering -56 5.00 -00 2.68 1.40 2.84 1.20 2.01 
Administration -00 .00 81 1.43 .00 .00 37 12 
Arts -60 -717 .00 1.27 2.29 199 .54 -74 
Lecture Hall 82 2.08 -00 1,13 1.02 .00 .00 .00 
Library .30 -95 AT A2 2.14 -00 3.16 -93 
Law -00 -00 -00 .00 1.03 -00 .00 -00 
Education .00 31 .00 -00 .00 1.67 .00 -00 
Physical Education -42 43 -50 1.17 -00 -96 84 -00 
Student Union .00 -00 -59 .00 3.10 .00 37 .00 
Food Services -00 -00 -49 93 -00 -00 -00 -78 
Health Services -00 .00 -00 1.41 -00 .00 .00 .00 
Central Services & Maintenance -40 -00 -21 .00 .00 .00 ett tf A2 
Staging .00 .00 .00 -30 .35 .00 .00 1.55 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


LEE 
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Built-in Equipment Costs 7 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 2.72 1.84 2.31 4.25 -80 1.31 1.15 1.37 
Science 3.27 4.92 6.32 6.86 5.81 15 2.28 -00 
Engineering .00 39 .00 1.42 4.51 2.73 2.51 -00 
Administration -00 -00 -58 .00 -00 -00 -00 -00 
Arts 3.03 14 .24 -00 3.46 .09 .00 -31 
Lecture Hall 1.21 «74 -00 -38 -00 -00 -00 -00 
Library .00 .00 -00 -00 -09 .00 01 -21 
Law -00 -00 .00 -00 45 -00 -00 -00 
Education -00 -00 -00 .00 -00 63 -00 -00 
Physical Education 1.30 -00 -00 1.73 -00 -00 -33 -00 
Student Union .00 -00 -00 -00 -00 -00 .00 -00 
Food Services .00 -00 -00 -00 -00 -00 -00 -00 
Health Services -00 -00 -00 .00 -00 -00 .00 -00 
Central Services & Maintenance .00 -00 -00 -00 -00 -00 -00 -00 
Staging -00 -00 -00 -00 -00 .00 .00 4.61 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


> i Nh 


Architectural Costs 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


32.39 


32.79 


24.40 


-00 


37.97 


31.17 


ili at 


-00 


-00 


20.31 


-00 


-00 


-00 


25.15 


-00 


1965 
27.39 
24.31 
25.71 

-00 
29.41 
49.05 
26.65 

-00 
35.18 
21.41 

.00 

-00 

.00 

-00 


-00 


1966 


25.76 


24.16 


-00 


28.43 


39.30 


.00 


25.46 


.00 


-00 


20.95 


36.66 


20.06 


.00 


16.13 


-00 


1967 
29.30 
33.61 
25.60 
24.59 
40.30 
48.16 
23.99 

.00 

.00 
21.29 

.00 
22.42 
31.39 

.00 


15.25 


1968 
32.05 
28.65 
35.09 

-00 
31.24 
43.94 
32.39 
25.03 

-00 

-00 
34.65 

-00 

-00 

-00 


11.26 


1969 


25.14 


27.71 


23.15 


-00 


26.91 


-00 


-00 


.00 


31.75 


19.50 


.00 


-00 


-00 


-00 


-00 


1970 


29.87 


29.56 


32.00 


22.72 


33.18 


-00 


23.49 


-00 


-00 


31.53 


31.92 


-00 


-00 


43.07 


-00 
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1971 
24,25 
-00 
28.30 
22.34 
24.32 
.00 
24.98 
-00 
-00 
-00 
-00 
14.14 
.00 
17.31 


25.59 


New Buildings 
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Building Costs 9 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 LOT 
All Types 34.94 30.03 28.51 34.48 35.98 29.10 32.54 27.60 
Science 34.82 28.41 27.97 41.19 33.10 31.80 33.48 -00 
Engineering 24.96 29.21 -00 29.71 48.38 28.71 35.91 30.31 
Administration .00 .00 30.55 26.02 -00 -00 25.98 23.06 
Arts 41.54 31.46 41.03 41.58 37.06 30.02 33.73 27.63 
Lecture Hall 32.48 51.87 -00 50.03 44.96 -00 -00 -00 
Library 17.81 28.28 27.42 31.90 34.88 .00 27.08 27.32 
Law .00 .00 .00 -00 27.25 .00 -00 -00 
Education .00 35.49 .00 -00 .00 35.23 -00 -00 
Physical Education 22.16 23.06 22.50 24.65 -00 20.84 34.45 -00 
Student Union .00 .00 38.91 -00 41.16 50.18 32.29 -00 
Food Services .00 .00 25.61 30.56 .00 -00 .00 14.92 
Health Services .00 .00 .00 33.81 -00 -00 -00 .00 
Central Services & Maintenance 36.18 .00 17.54 -00 -00 -00 44,26 17.80 
Staging .00 .00 -00 19,18 11.61 .00 -00 32.89 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Mechanical Costs 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


10.50 


11.23 


16.71 


-00 


11.34 


11.44 


3.65 


-00 


.00 


7.37 


-00 


-00 


-00 


5.46 


-00 


1965 


11.00 


13.06 


12.28 


-00 


11.48 


7.43 


8.58 


.00 


8.03 


6.43 


.00 


.00 


.00 


-00 


-00 


1966 


12.21 


13.15 


.00 


7.29 


14.02 


.00 


10.28 


-00 


-00 


6.17 


10.19 


8.35 


.00 


19.98 


-00 


1967 


11.22 


15.80 


7.52 


10.25 


11.70 


12.26 


7.32 


-00 


-00 


9.87 


-00 


7.23 


11.90 


.00 


6.51 


1968 


9.36 


13.87 


13.93 


-00 


10.07 


13.64 


8.48 


7.28 


-00 


-00 


11.62 


-00 


-00 


-00 


3.37 


1969 


9.67 


9.81 


9.97 


-00 


9.25 


-00 


-00 


-00 


13.79 


6.81 


-00 


-00 


-00 


-00 


-00 


1970 


9.60 


14.33 


12.22 


10.92 


10.37 


-00 


5.79 


-00 


-00 


7.12 


9.52 


-00 


-00 


1.97 


-00 


10 


19a. 
10.47 
-00 
12.25 
8.20 
11.21 
.00 
11.26 
-00 
-00 
-00 
-00 
12.30 
-00 
7.75 


8.95 


New Buildings 
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Electrical Costs 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 


1964 


6.12 


6.45 


4.89 


-00 


4.36 


35.37 


2.39 


.00 


-00 


3.04 


-00 


-00 


-00 


2.46 


-00 


1965 


4.79 


6.37 


5.25 


.00 


4.15 


6.25 


3.29 


.00 


2.69 


4.45 


-00 


-00 


-00 


.00 


-00 


1966 


5.89 


6.34 


-00 


6.49 


6.07 


-00 


4.60 


-00 


-00 


4.58 


6.48 


4.48 


-00 


7.41 


-00 


1967 


5.44 


7.29 


4.03 


4.17 


6.95 


8.37 


4.05 


-00 


-00 


3.97 


-00 


2.44 


7.37 


-00 


2.84 


1968 


5.05 


5.47 


4.34 


-00 


6.21 


4.65 


5.30 


4.02 


-00 


-00 


4.36 


-00 


-00 


-00 


2.34 


1969 


4.80 


5.27 


5.00 


-00 


4.26 


,00 


-00 


-00 


7.06 


3.47 


-00 


-00 


-00 


-00 


-00 


1970 


5.72 


7.29 


7.09 


3.53 


5.55 


-00 


4.91 


-00 


-00 


5.67 


5.17 


-00 


-00 


-98 


-00 


11 


1971 
4.70 
-00 
4.99 
3.46 
4.60 
-00 
3.91 
-00 
-00 
-00 
-00 
4.74 
-00 
3.10 


6.69 


New Buildings 


{ 


Federal Sales Tax Rebate 12 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 2.28 1.88 1.93 1.88 1.97 1.45 1.54 1.29 
Science 2.38 2.00 1:92 2.57 2.26 1.46 1.67 .00 
Engineering 1.99 1.99 -00 1.67 2.23 1.57 1.69 1.43 
Administration .00 -00 1.76 1.75 -00 -00 1.21 1.05 
Arts 2.38 PAN) 2.25 2.41 2.13 1.31 1.45 1.31 
Lecture Hall 2.92 2.70 .00 2.16 -00 -00 .00 .00 
Library 1.04 1.21 1.90 1.36 1.96 .00 1.63 1.28 
Law -00 .00 -00 1.84 1.55 .00 .00 .00 
Education .00 2.02 -00 -00 -00 1.75 .00 .00 
Physical Education -00 1.50 1.35 1.63 -00 1.33 1.45 -00 
Student Union .00 .00 2.22 .00 2.42 .50 1.46 .00 
Food Services -00 .00 1.60 1.62 -00 .00 -00 1.04 
Health Services .00 .00 .00 2.17 -00 -00 .00 -00 
Central Services & Maintenance 1.40 1.21 2.53 .00 -00 -00 1.44 .86 
Staging .00 .00 .00 .90 -73 .00 .00 1.46 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Construction Costs 13 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 LOTL 
All Types 48.96 44.79 45.53 44.46 48.34 43.95 47.34 41.89 
Science 49.43 47.30 46.92 57.73 54.55 49.37 55.12 .00 
Engineering 45.82 46.13 -00 40.12 65.65 43.70 54.54 47.86 
Administration 37.67 -00 42.86 41.91 .00 -00 39.21 33.92 
Arts 55.83 46.25 53.97 57.82 52.88 45.69 48 .28 42.54 
Lecture Hall 70.50 64.72 .00 73.37 63.25 .00 -00 -00 
Library 27.84 38.99 41.39 38.75 45.80 .00 37.62 41.26 
Law .00 -00 -00 1.84 37.16 .00 -00 .00 
Education .00 44.23 .00 -00 -00 56.74 .00 -00 
Physical Education 33.71 32.44 32.34 37.23 -00 30.66 47.06 -00 
Student Union .00 55.59 54.09 -00 59.98 49.68 47.16 -00 
Food Services -00 .00 38.28 38.83 .00 -00 .00 34.45 
Health Services -00 -00 .00 56.58 -00 -00 .00 -00 
Central Services & Maintenance 43.60 30.32 49.11 60.22 -00 -00 46.46 27.79 
Staging -00 -00 -00 28.59 18.26 -00 -00 47.22 


Dept. of University Affairs 
Architectural Services Branch 


Date: 02 Oct. 71 New Buildings 


pit! 


Fees 14 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 3.56 2.96 3.01 3.39 4.18 3.08 3.59 3.65 
Science 4.53 3.17 3.11 4.97 3.89 3.47 4.39 .00 
Engineering 3.09 3.03 -00 2.51 4.29 3.18 4.61 3.35 
Administration 2.31 -00 2.71 2.62 -00 .00 2.55 2.37 
Arts 3.32 3.11 3.32 3.61 3.48 3.20 3.40 4.08 
| Lecture Hall 4.39 4.05 .00 4.77 3.93 .00 .00 .00 
| Library 1.54 2.53 3.21 2.64 4.52 .00 2.88 4.11 
Law -00 .00 .00 2.75 2.60 -00 .00 .00 
Education .00 2.85 -00 .00 -00 3.73 .00 .00 
Physical Education 1.95 2.18 2.02 2.38 -00 2.25 3.52 -00 
Student Union .00 .00 3.35 .00 3.85 .00 3.68 .00 
Food Services -00 -00 2.39 2.43 .00 .00 .00 1.88 
Health Services .00 -00 .00 3.25 .00 .00 .00 -00 
Central Services & Maintenance 2.03 1.82 3.12 .00 -00 .00 2.78 1.95 
Staging -00 -00 -00 -70 .74 .00 .00 3.55 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


358 


Miscellaneous Costs 15 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types AUT 82 1.10 197 1.08 1.39 1.26 1.18 
Science 1.06 1.23 89 2.40 1.54 .90 1.65 .00 
Engineering 1.80 41 .00 1.25 Eo 1.10 1.64 1.44 
Administration .26 .00 .07 1.31 -00 .00 1.18 1.02 
Arts .67 41 2.25 63 1.48 1.37 1.42 1.47 
Lecture Hall 14 2.02 .00 .00 2.75 .00 .00 .00 
Library .00 .00 .70 3.33 Le .00 88 .00 
Law .00 -00 .00 1.38 aati -00 .00 -00 
Education -00 1.63 .00 .00 -00 2.47 .00 -00 
Physical Education 729) AT 1.01 <2 .00 1.02 .85 -00 
Student Union .00 .00 1.67 .00 1.82 .00 1.04 -00 
Food Services .00 .00 1.20 7a -00 .00 .00 .93 
Health Services .00 .00 .00 1.63 .00 .00 .00 .00 
Central Services & Maintenance -66 91 1.67 -00 -00 .00 -00 83 
Staging -00 .00 .00 4.74 .74 .00 .00 93 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Fees & Contingency Costs 16 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 welt 
All Types 4.17 3.67 4.07 5.24 5.26 4.47 4.82 4.39 
Science 5.18 4.40 4.01 6.60 5.19 4.37 6.04 .00 
Engineering 4.89 3.44 -00 3.76 5.26 4.28 6.25 4.79 
Administration 2.57 .00 2.77 3.93 .00 .00 3.73 3.39 
| Arts 4.00 3.52 4.95 4.24 4.96 4.58 4.83 4.98 
: Lecture Hall 4.46 6.07 .00 4,77 6.68 .00 .00 .00 
| Library 2.15 2.53 3.91 5.97 5.44 -00 3.76 4.11 
Law .00 -00 .00 4.13 3.72 .00 -00 -00 
Education -00 4,48 .00 .00 .00 6.21 .00 -00 
Physical Education 2.24 2.64 3.03 Zeal .00 3.27 4.36 .00 
Student Union .00 3.44 5.02 .00 5.67 .00 4.72 .00 
Food Services .00 .00 3.59 3.64 .00 .00 -00 2.82 
Health Services .00 .00 .00 4.88 .00 .00 -00 .00 
Central Services & Maintenance 2.69 2.73 4.78 5.06 -00 .00 2.78 2.78 
Staging .00 .00 .00 5.44 1.48 .00 .00 4.49 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


EH 
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Furniture Costs 17 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 4.41 3.89 4.36 3.90 4.32 4.43 4.01 3.54 
Science 5.02 3.67 3.58 1.81 1.49 3.17 2.87 .00 
Engineering 4.18 2.72 .00 1.48 2.54 6.69 2.58 2.26 
Administration 3.07 .00 4.63 4.00 .00 -00 5.54 2.54 
Arts 2.89 4.81 4.40 4.93 3.51 5.99 5.25 4.14 
Lecture Hall 3.82 .00 .00 7.30 6.14 .00 .00 .00 
Library 17.55 5.69 7.88 2.97 4.48 .00 5.74 4,70 
Law .00 .00 .00 6.28 5.54 .00 .00 .00 
Education .00 1.78 .00 .00 .00 4.18 -00 .00 
Physical Education Al 1.25 .00 4.48 .00 -58 1.21 -00 
Student Union .00 .00 4.55 .00 4.89 5.92 5.63 -00 
Food Services .00 .00 4.50 129 .00 .00 -00 1.10 
Health Services .00 -00 .00 3.51 .00 .00 .00 .00 
Central Services & Maintenance .39 .57 -75 .00 .00 .00 .00 1.61 
Staging .00 .00 .00 -68 4.33 .00 -00 2.51 


Dept. of University Affairs 
Architectural Services Branch 


Date: 02 Oct. 71 New Buildings 


Equipment Costs 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 
5.94 
7.19 

.00 
-00 
5.55 
3.99 
2.32 
-00 
.00 
2.82 
-00 
.00 
.00 
2.06 


.00 


1965 
4.92 
9.50 
5.09 

-00 
2.28 
.00 
2.63 
.00 
-00 
2.42 
-00 
-00 
-00 
4.17 


.00 


1966 
4.93 
5.44 

.00 
.00 
7.00 
.00 
42 
-00 
.00 
.00 
.00 
.00 
-00 
11.75 


.00 


1967 
9.80 
17.71 
Dek, 
.00 
2.79 
6.08 
1.49 
8.65 
.00 
2.09 
-00 

~ 00 
1.75 
.00 


25.32 


1968 
3.48 
6.58 

11.84 
.00 
8.94 
11.81 
1.44 
-00 
.00 
-00 
2.55 
-00 
-00 
-00 


3.94 


1969 


4,00 


5.41 


-00 


-00 


3.73 


-00 


.00 


-00 


7.59 


1.72 


59 


.00 


.00 


.00 


.00 


1970 


4.55 


5.66 


5.95 


3.18 


2.65 


.00 


8.67 


.00 


-00 


42 


1.19 


.00 


.00 


-00 


.00 


18 


1971 


2.13 


5.46 


2.43 


1.00 


New Buildings 


Equipment & Furniture Costs 19 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 iNet 
All Types 9.86 8.37 7.60 ETE 7.59 7.50 8.56 5.41 
Science 12.23 13.16 8.90 16.08 7.06 8.58 8.53 -00 
Engineering 4.18 7.81 .00 10.65 14.38 6.69 8.52 7.72 
Administration 3.07 .00 4.63 4.00 -00 .00 8.72 2.54 
Arts 8.43 7.09 11.40 (atl? 12.44 Watt? 7.91 6.57 
Lecture Hall 7.80 4.48 .00 13.38 17.95 -00 -00 .00 
Library 16.64 8.32 8.30 3.94 5.91 -00 14.41 5.26 
Law .00 -00 .00 14.93 5.54 -00 .00 -00 
Education .00 1.78 -00 .00 -00 GU .00 -00 
Physical Education 3.54 3.68 2.44 6.57 -00 2.30 1.63 -00 
Student Union .00 1.80 4.55 .00 6.50 6.50 6.81 -00 
Food Services .00 -00 4.50 1229 -00 -00 -00 13.51 
Health Services .00 -00 .00 5.26 .00 -00 -00 -00 
Central Services & Maintenance 2.45 4.74 4.21 12.67 -00 -00 -00 2.78 
Staging .00 .00 -00 12.62 8.28 .00 -00 3.49 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Lae 


Mechanical & Electrical Costs 


Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 
16.44 
17.68 
21.60 

.00 
15.70 
40.99 

6.05 

.00 

.00 
10.41 

.00 

.00 

.00 

71.92 


-00 


1965 
15.79 
19,43 
17.53 

.00 
15.64 
13.68 
11.87 

.00 
10.72 
10.88 

.00 

.00 

.00 

-00 


.00 


1966 
18.10 
19.49 

.00 
13.78 
20.09 

.00 
14.88 

.00 

.00 
10.75 
16.67 
12.83 

.00 
27.38 


.00 


1967 
16.66 
23.09 
11.55 
14,43 
18.65 
20.63 
11.38 

.00 
-00 
13.84 
.00 

9.67 

19.27 
.00 


9.35 


1968 


14.41 


19.34 


18.28 


-00 


16.28 


18.29 


13.78 


11.30 


.00 


-00 


15.98 


-00 


.00 


-00 


5.71 


1969 


14,47 


15.08 


14.97 


.00 


13.51 


.00 


.00 


.00 


20.85 


10.28 


.00 


.00 


.00 


.00 


.00 


1970 
15.31 
21.62 
19.30 
14,44 
15.92 

.00 
10.70 
.00 
.00 
12.79 
14.69 
.00 
.00 
2.95 


.00 


20 


Loz 


15.17 


.00 


17,24 


11.67 


15.81 


.00 


15.17 


.00 


.00 


-00 


.00 


17.04 


.00 


10.85 


15.64 


New Buildings 


LE 
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Total Project Costs 21 
Net Assignable Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 62.99 56.83 57.19 65.65 61.19 55.80 60.50 51.69 
Science 66.84 64.86 59.82 80.41 66.80 62.32 69.69 .00 
Engineering 54.90 57.37 .00 54.52 85.30 54.68 69.31 60.36 
Administration 43.32 .00 50.27 49.84 -00 -00 51.66 39.85 
Arts 68.25 56.87 70.33 69.79 70.28 59.98 61.01 54.09 
Lecture Hall 82.76 75.27 .00 91.52 87.87 -00 -00 -00 
Library 46.63 49.85 53.60 48.67 57.16 -00 55.79 50.64 
Law -00 .00 .00 63.11 46.41 -00 -00 -00 
Education .00 50.49 .00 -00 -00 74.71 -00 -00 
Physical Education 39.49 38.75 37.81 45.38 -00 36.22 53.05 -00 
Student Union -00 60.83 63.66 -00 72.15 56.18 58.69 .00 
Food Services -00 .00 46.37 49.76 -00 -00 -00 50.78 
Health Services -00 .00 -00 66.72 .00 -00 -00 -00 
Central Services & Maintenance 48.74 37.78 58.10 77.95 -00 -00 49.24 33.34 
Staging -00 -00 -00 43.78 28.02 -00 -00 55.19 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Site Development Costs (Excluded from General Contract) 


Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


a a a aE 


1964 
1.70 
.O7 
-52 
.00 
3.89 
-00 
.00 
.00 
.00 
-67 
.00 
.00 
-00 
-00 


-00 


1965 
.36 
-31 
81 
.00 
31 
-00 
-00 
.00 
.03 
.00 
.00 
-00 
-00 
-00 


.00 


1966 


.75 


16 


.00 


18 


-00 


-00 


-06 


-00 


-00 


.00 


.28 


.00 


.00 


6.07 


.00 


1967 


1.19 


1.70 


.00 


.00 


.00 


1.68 


14 


.00 


-00 


.05 


.00 


-00 


2.58 


.00 


73 


1968 
19 
-59 
13 
.00 
.65 
.00 
ailil 
-00 
-00 
.00 
.00 
.00 
.00 
.00 


1.00 


1969 


.35 


1.25 


.39 


.00 


-39 


.00 


.00 


.00 


-00 


-06 


-00 


.00 


-00 


-00 


.00 


1970 


22 


.04 


-00 


.00 


.00 


.00 


43 


.00 


.00 


15 


.00 


.00 


.00 


.00 


-00 


a pra 


qual 


-00 


.00 


.00 


.00 


.00 


-00 


-00 


.00 


.00 


-00 


aul 


.00 


.00 


-00 


New Buildings 
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Site Development Costs (Included in General Contract) 23 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types .37 PA -60 1.05 Al eh 44 .27 
Science .32 .00 87 1.40 2.28 94 51 .00 
Engineering .30 .02 .00 .30 46 53 -60 1.01 
Administration .00 -00 .00 2.23 .00 .00 .00 aa lei 
Arts .66 45 -30 .00 .20 1.44 .04 -30 
Lecture Hall .00 87 -00 “fl .00 .00 .00 .00 
Library .00 .03 51 -63 222 -00 52 .03 
Law .00 .00 -00 .00 10 -00 -00 .00 
Education .00 .00 .00 .00 .00 1.37 .00 .00 
Physical Education .00 -00 .33 1.02 .00 .30 .70 .00 
Student Union .00 .00 -09 .00 1.96 .00 1.12 .00 
Food Services .00 -00 98 16 -00 .00 -00 ibe) 
Health Services .00 .00 -00 .67 .00 .00 -00 -00 
Central Services & Maintenance .55 .00 53 -00 .00 .00 -O1 -00 
Staging .00 -00 .00 -64 .30 .00 -00 .09 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Alteration & Renovation Costs 


Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


1965 


-00 


-00 


1966 


1967 


.09 


.09 


-00 


.00 


-00 


.00 


.00 


.00 


.00 


-00 


.00 


.00 


-00 


-00 


-00 


1968 


1.47 


-00 


.00 


1969 


.23 


19 


-00 


.00 


-38 


-00 


.00 


.00 


.00 


16 


-00 


-00 


.00 


.00 


.00 


1970 


.00 


-00 


-00 


-00 


.00 


.00 


-00 


.00 


.00 


-00 


.00 


-00 


.00 


.00 


-00 


1971 


.00 


-00 


-00 


.00 


-00 


-00 


.00 


.00 


-00 


-00 


.00 


-00 


.00 


.00 


-00 


New Buildings 


aa ee ULES 


367 


368 


Site Development Costs 25 
Gross Square Foot 

Ontario University System 

BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 1.82 Al 94 1.87 .60 1.23 56 .28 
Science 83 .31 95 2.69 2.56 2.39 55 .00 
Engineering 82 82 .00 .30 59 92 .60 1.01 
Administration .00 .00 18 2.23 .00 .00 .00 a7 
Arts 3.48 54 .30 .00 .40 1.75 04 .30 
Lecture Hall .00 96 .00 2.40 .00 .00 .00 .00 
Library .00 .03 58 ai .31 .00 95 .03 
Law .00 .00 .00 .00 10 .00 .00 .00 
Education .00 .03 .00 .00 .00 E37 .00 .00 
Physical Education .67 .00 .33 1.07 -00 53 84 -00 
Student Union .00 .00 .38 .00 3.02 .00 ae .00 
Foods Services .00 .00 98 .16 .00 .00 .00 1.91 
Health Services .00 .00 .00 3.25 .00 .00 .00 .00 
Central Services & Maintenance .55 .00 4.45 .00 .00 .00 51 -00 
Staging .00 .00 .00 1.37 1.18 .00 .00 .09 
Dept. of University Affairs : 

Architectural Services Branch 

Date: 02 Oct. 71 New Buildings 


_——-_—-  ———e—e—e—eeeseawxXse——————— eS 


Building Equipment Costs 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


ee TEE EEE 


1964 
AT 
43 
.00 
.00 
Al 
-25 
-28 
.00 
-00 
.07 
.00 
.00 
.00 

6.44 


.00 


1965 


51 


-40 


.49 


.00 


-61 


-00 


.39 


.00 


.00 


-80 


-00 


.00 


.00 


-00 


.00 


1966 
-74 
.33 
.00 
46 
397 
-00 
86 
.00 
.00 
19 
86 

3.45 
-00 
1.23 


.00 


1967 


1.36 


-60 


-00 


.00 


-00 


18 


-00 


.00 


.00 


-95 


-00 


5.05 


58 
-00 


2.54 


1968 


86 


a Veta | 


3.53 


-00 


1.09 


.00 


ei ir 


AT 


-00 


.00 


1.96 


.00 


-00 


.00 


.00 


1969 


-67 


1.56 


.00 


-00 


-64 


.00 


-00 


.00 


-23 


.00 


.00 


.00 


.00 


-00 


1970 


AT 


14 


12 


1.82 


.00 


-00 


.27 


.00 


.00 


.00 


-00 


.00 


31 


.00 


1971 


1.12 


-00 


.00 


-00 


.00 


72 


-00 


.00 


.00 


.00 


.00 


-00 


.05 


-78 


New Buildings 


369 


370 


Cash Allowance Costs 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


29 


-29 


.37 


-00 


31 


42 


22 


-00 


-00 


+25 


-00 


-00 


-00 


.25 


-00 


1965 
56 
-40 

2.96 
.00 
-40 

1.06 
54 
-00 
18 
28 
.00 
.00 
-00 
.00 


-00 


1966 


.39 


-48 


-00 


-50 


-00 


-00 


27 


-00 


-00 


-38 


.30 


33 


.00 


oles 


.00 


1967 
offi 
95 

1.52 
99 
-67 
-56 
.29 
-00 
-00 
81 
-00 
-65 
81 
.00 


21 


1968 
1.21 
14 
-67 
-00 
1.23 
44 
1.41 
-65 
-00 
-00 
1.78 
-00 
-00 
-00 


.25 


1969 
1.09 
82 
1.64 
-00 
1.18 
-00 
-00 
-00 
.95 
-58 
-00 
-00 
.00 
.00 


-00 


1970 
82 
83 
afl 
.23 
-28 
-00 

2.04 
-00 
-00 
-55 
-25 
-00 
-00 
57 


-00 


27 


1971 
-62 
-00 

1.18 
-51 
46 
-00 
-57 
-00 
-00 
-00 
-00 
42 
-00 
32 


94 


New Buildings 


eFC 


371 
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Built-in Equipment Costs 28 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 19 TA 
All Types 1.47 1.00 1.21 2.26 -50 .76 12 84 
Science 2.05 2.76 3.25 3.52 3.06 .09 1.35 .00 
Engineering .00 .24 .00 81 2.16 1.58 1.48 .00 
Administration .00 .00 .36 .00 .00 .00 .00 .00 
Arts 1.53 .07 11 .00 1.89 .05 .00 “) 
Lecture Hall .60 .38 .00 ails) -00 .00 .00 .00 
Library -00 .00 .00 .00 .06 .00 01 13 
Law .00 .00 -00 .00 -28 .00 .00 .00 
Education .00 -00 .00 .00 .00 .30 -00 .00 
Physical Education -76 -00 .00 1.12 .00 .00 22 .00 
Student Union .00 .00 .00 .00 .00 .00 .00 -00 
Food Services .00 .00 .00 .00 -00 .00 .00 .00 
Health Services .00 .00 .00 "00 .00 .00 .00 .00 
Central Services & Maintenance .00 .00 .00 .00 .00 .00 .00 .00 
Staging .00 .00 .00 .00 .00 .00 -00 2.76 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Total Project Cost Unassignable 


Ee aa 


By 


Architectural Costs ao 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 16.86 15.26 15.31 17.67 19.52 14.77 17.94 15.02 
Science 16.18 13.68 13.80 18.21 16.78 16.74 17.52 -00 
Engineering 16.15 15.31 .00 14.51 16.78 13.36 18.90 16.57 
Administration -00 -00 17.48 abe fest .00 .00 14.31 15.82 
Arts 19.47 15.27 19.56 21.23 16.77 15.93 17.21 15.04 
Lecture Hall 15.72 25.14 .00 23.72 18.83 -00 -00 -00 
Library 12.34 15.18 14.76 16.85 21.40 .00 15.19 15.14 
Law -00 -00 -00 .00 15.93 -00 -00 -00 
Education .00 20.98 -00 -00 .00 18.09 -00 -00 
Physical Education 11.85 14.02 15.78 14.80 -00 11.76 20.90 .00 
Student Union -00 -00 18.91 -00 19.94 -00 21.82 -00 
Food Services -00 .00 13.66 15.70 -00 -00 -00 7.64 
Health Services -00 .00 .00 18.01 .00 -00 .00 -00 
Central Services & Maintenance 15.23 -00 12.77 -00 -00 -00 31.82 13.00 
Staging -00 -00 .00 10.68 T.97 -00 -00 15.46 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Building Costs 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


I a 


1964 
18.19 
17.18 
16.53 

.00 
21.30 
16.35 
12.84 

-00 

.00 
12.93 

-00 

-00 

.00 
21.91 


.00 


1965 
16.72 
15.98 
17.39 

-00 
16.34 
26.59 
16.10 

-00 
21.16 
15.10 

.00 

-00 

-00 

-00 


-00 


1966 


16.94 


15.98 


.00 


18.79 


20.43 


.00 


15.90 


.00 


.00 


16.96 


20.07 


17.43 


.00 


13.89 


.00 


1967 
20.91 
22.32 
16.83 
18.11 
21.91 
24.64 
21.86 

.00 
.00 
17.13 
.00 
21.40 
19.40 
.00 


13.43 


1968 


21.92 


19.39 


23.13 


.00 


19.89 


19.27 


23.05 


17.34 


-00 


-00 


23.68 


-00 


-00 


.00 


8.22 


1969 


17.19 


UAL 


16.57 


-00 


17.77 


.00 


-00 


.00 


20.07 


12.57 


37.99 


.00 


-00 


.00 


.00 


1970 
19.54 
19.84 
21.20 
16.36 
17.50 

.00 
17.52 
-00 
-00 
22.84 
22.08 
.00 
.00 
32.70 


.00 


30 


1971 
17.09 
-00 
17.74 
16.33 
17.08 
.00 
16.56 
-00 
.00 
-00 
-00 
8.07 
.00 
13.37 


19.87 


New Buildings 


373 


374 
a eee 


Mechanical Costs 31 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 TOT 
All Types 5.47 6.12 7,21 6.77 5.70 5.68 Bt 6.48 
Science 5.54 7.35 7.51 8.56 8.12 5.93 8.50 .00 
Engineering 11.06 7.31 .00 4.26 6.66 5.75 7.21 Chea Wf 
Administration .00 .00 4,49 7.14 .00 .00 6.88 5.81 
Arts 5.81 5.96 6.29 6.17 5.40 5.48 5.38 6.93 
Lecture Hall 5.83 3.81 -00 6.04 5.85 -00 .00 .00 
Library 2.63 4.89 5.96 5.15 5.60 .00 3.74 6.82 
Law .00 .00 .00 .00 4.63 .00 .00 -00 
Education .00 4.79 .00 .00 .00 7.86 .00 .00 
Physical Education 4.30 4.21 4.65 6.86 -00 4.11 4.72 -00 
Student Union .00 .00 5.26 .00 6.69 .00 6.51 -00 
Food Services .00 .00 5.68 5.06 .00 .00 .00 6.65 
Health Services .00 .00 .00 6.83 .00 -00 -00 -00 
Central Services & Maintenance 3.30 -00 15.82 .00 -00 -00 1.45 5.82 
Staging .00 .00 -00 4.56 2.39 .00 .00 5.41 


Dept. of University Affairs 
Architectural Services Branch 


Date: 02 Oct. 71 New Buildings 


See ne 


35) 
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Electrical Costs 32 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 3.18 2.67 3.48 3.28 3.08 2.82 3.43 2.91 
Science 3.18 3.58 3.62 3.95 3.21 3.18 4,32 .00 
Engineering 3.24 3.13 .00 2.28 2.08 2.89 4.18 2.92 
Administration .00 .00 3.99 2.90 .00 .00 2.22 2.45 
Arts 2.24 2.16 2.73 3.66 3.34 2.52 2.88 2.84 
Lecture Hall 17.83 3.20 .00 4.12 1.99 .00 .00 .00 
Library 1.73 1.87 2.67 2.85 3.50 .00 3.18 2.37 
Law .00 .00 -00 -00 2.56 .00 .00 .00 
Education .00 1.61 .00 .00 -00 4.02 .00 .00 
Physical Education mane. 2.92 3.45 2.76 .00 2.09 3.76 .00 
Student Union .00 .00 3.34 .00 2.51 .00 3.53 .00 
Food Services .00 .00 3.05 © Gua! .00 .00 .00 2.56 
Health Services -00 .00 -00 4.23 -00 -00 .00 .00 
Central Services & Maintenance 1.49 .00 5.86 .00 .00 .00 .73 2.33 
Staging .00 .00 -00 WG) 1.65 .00 .00 4,04 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


eS ee ee 


376 


Federal Sales Tax Rebate 625) 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 1.18 1.06 1.13 1.13 1.23 86 92 .80 
Science 1.18 1.13 1.09 1.34 1.32 88 96 -00 
Engineering 1.31 119 .00 95 1.07 1 1.00 83 
Administration .00 .00 1.08 122 .00 .00 -76 -74 
Arts V21 1.13 1.12 127 1.13 su) .75 81 
Lecture Hall 1.47 1.38 .00 1.07 -00 .00 .00 .00 
Library .75 .69 1.10 93 1.30 .00 1.05 atts 
Law .00 .00 .00 1.09 ED) .00 .00 -00 
Education .00 1.24 .00 .00 .00 1.00 .00 .00 
Physical Education .00 98 1.02 1.13 .00 .80 96 -00 
Student Union .00 .00 1.15 .00 1.39 .38 1.00 .00 
Food Services -00 .00 1.09 1.13 .00 -00 .00 -56 
Health Services .00 .00 -00 1.24 .00 .00 .00 -00 
Central Services & Maintenance 85 94 1.93 -00 -00 .00 1.06 -65 
Staging .00 .00 .00 63 52 .00 .00 -88 


Dept. of University Affairs 
Architectural Services Branch 


Date: 02 Oct. 71 New Buildings 


Construction Costs 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 
26.20 
24.97 
30.34 
23.52 
29.42 
35.54 
18.62 

-00 
-00 
19.67 
.00 
-00 
.00 
26.41 


.00 


1965 
25.12 
26.61 
27.46 

.00 
24,02 
33.18 
22.21 

.00 
26.37 
21.24 
34.50 

-00 

.00 
23.52 


-00 


1966 
27.09 
26.91 
.00 
26.36 
26.87 
.00 
24.00 
.00 
.00 
24.37 
27.90 
26.06 
.00 
38.89 


-00 


1967 


27.27 


33.41 


22.73 


29.17 


30.46 


36.13 


26.56 


1.09 


.00 


25.91 


.00 


27.19 


32.46 


49.14 


20.02 


1968 
29.68 
31.95 
31.39 
.00 
28.38 
27.10 
30.25 
23.64 
-00 
.00 
34,51 
.00 
-00 
.00 


12.93 


1969 


25.97 


29.83 


25.22 


.00 


27.04 


.00 


-00 


.00 


32.32 


18.49 


37.61 


-00 


-00 


-00 


.00 


1970 
28.43 
32.67 
32.20 
24.70 
25.04 
-00 
24.33 
.00 
.00 
31.20 
32.24 
.00 
.00 
34.33 


-00 


34 


1971 
25.95 
.00 
28.01 
24.01 
26.30 
-00 
25.01 
-00 
.00 
-00 
-00 
18.62 
.00 
20.87 


28.53 


New Buildings 
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378 


Fees 35 


Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 1.89 1.66 1.79 2.04 2.56 ilfoyal 2.16 2.26 
Science 2:23 1.78 1.78 2.69 2.28 2.10 2.60 -00 
Engineering 2.05 1.80 .00 142 2.05 1.84 PHP. 1.96 
Administration 1.45 -00 1.67 1.82 .00 .00 1.61 1.68 
Arts 1.75 1.62 1.65 1.90 1.87 1.90 slari¢! 2.52 
Lecture Hall 2.21 2.07 .00 2.35 1.68 .00 -00 .00 
Library atl f 1.44 1.86 1.81 De dsX3) .00 1.86 2.49 
Law .00 .00 .00 1.63 1.66 -00 .00 .00 
Education .00 TO .00 .00 .00 2.13 .00 -00 
Physical Education 1.14 1.42 1.52 1.65 .00 1.35 2.33 .00 
Student Union .00 .00 1.73 .00 2.21 .00 2.51 -00 
Food Services .00 .00 1.63 1.70 -00 .00 -00 1.02 
Health Services -00 -00 -00 1.87 -00 .00 .00 -00 
Central Services & Maintenance 1.23 1.41 2.47 -00 .00 .00 2.05 1.46 
Staging .00 .00 .00 48 52 .00 .00 2.15 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Building 


———$—$——————————— ee 


Miscellaneous Costs 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 
41 


53 


16 
35 
.07 
.00 
.00 
-00 
cli 
.00 
.00 
.00 
-40 


.00 


1965 
46 
.69 
.24 
.00 
21 

1.04 
-00 
.00 
Ol 
.30 
.00 
-00 
-00 
offi 


.00 


1966 
.65 
51 
.00 
04 

1.01 
.00 
Al 
-00 
.00 
-76 
86 
81 
.00 

1.32 


.00 


1967 
1.21 
1.30 

sf fal 
91 
-33 
-00 
2.28 
82 
-00 
18 
.00 
85 
.93 
.00 


3.23 


36 

1968 1969 1970 ae he(at 
-66 81 .75 .73 
87 54 .98 .00 
46 63 97 84 
.00 .00 .74 12 
19 81 -74 .88 
1.18 -00 .00 .00 
-60 .00 57 -00 
atti .00 -00 .00 
.00 1.41 .00 -00 
-00 -62 .56 -00 
1.05 .00 aff .00 
-00 .00 .00 ol 
-00 .00 .00 .00 
.00 .00 .00 63 
52 -00 .00 -56 


New Buildings 
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380 


Fees & Contingency Costs 37 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 2.23 2.06 2.42 3.20 3.23 2.62 2.89 2.12 
Science 2.62 2.48 2.30 3.82 3.04 2.64 3.58 -00 
Engineering 3.24 2.05 .00 2.13 2.51 2.47 3.69 2.80 
Administration 1.61 .00 ierAl 2.73 .00 .00 2.35 2.40 
Arts Zell 1.83 2.47 2.23 2.66 2.71 2.50 3.08 
Lecture Hall 2.25 3.11 .00 2.35 2.86 -00 -00 -00 
Library 1.44 1.44 2.26 4.09 3.59 .00 2.43 2.49 
Law -00 -00 .00 2.45 2.36 -00 -00 -00 
Education .00 2.67 -00 -00 .00 3.53 -00 -00 
Physical Education 1.31 1.73 2.28 1.93 -00 io 2.89 -00 
Student Union .00 2.13 2.59 .00 3.26 -00 3.22 -00 
Food Services .00 -00 2.44 2.55 -00 -00 .00 1.52 
Health Services .00 -00 -00 2.80 .00 .00 -00 -00 
Central Services & Maintenance 1.63 2.12 3.79 4.13 -00 .00 2.05 2.09 
Staging .00 .00 -00 3.71 1.05 .00 .00 2.71 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Furniture Costs 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 
All Types 2.34 
Science 2.48 
Engineering eof Tl 
Administration 1.92 
Arts 1.52 
Lecture Hall 1.92 
Library 12.66 
Law .00 
Education .00 
Physical Education 42 
Student Union .00 
Food Services .00 
Health Services .00 
Central Services & Maintenance .24 
Staging .00 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 


1965 
2.18 
2.06 
1.62 

.00 
2.50 
.00 
3.24 
.00 
1.06 
82 
.00 
.00 
-00 
44 


.00 


1966 
2.51 
2.05 

.00 
2.85 
2.19 

.00 
4.57 

-00 

.00 

.00 
2.35 
3.06 

-00 

.63 


-00 


1967 
2.36 
297 
84 
2.78 
2.60 
3.59 
2.03 
3.73 
.00 
3.11 


-00 


_ 5.10 


2.01 
.00 


AT 


1968 
2.65 
87 
1.22 
.00 
1.88 
2.63 
2.96 
3.52 
-00 
.00 
2.82 
.00 
-00 
-00 


3.07 


1969 


2.62 


1.92 


3.86 


.00 


3.55 


.00 


-00 


.00 


2.38 


.35 


4,48 


.00 


.00 


.00 


-00 


38 

1970 1971 
2.40 2.19 
1.70 .00 
1.52 1.32 
3.49 1.80 
272 2.56 
.00 .00 
Berk 2.85 
.00 .00 
.00 .00 
.80 .00 
3.85 .00 
.00 .60 
.00 .00 
.00 1.21 
.00 1.52 
New Buildings 


I 


381 


Equipment Costs 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


3.08 


3.73 


-00 


-00 


2.92 


2.01 


EG 


.00 


-00 


1.65 


-00 


-00 


.00 


1.25 


-00 


1965 


2.75 


5.34 


3.03 


-00 


1.18 


-00 


1.50 


-00 


-00 


1.59 


-00 


-00 


-00 


3.24 


-00 


1966 


2.77 


3.10 


-00 


-00 


3.48 


-00 


-24 


.00 


-00 


-00 


-00 


-00 


.00 


10.11 


-00 


1967 
5.72 
9.60 
5.19 

.00 
1.47 
2.99 
1.04 
5.13 

-00 
1.45 

-00 

-00 
1.01 

-00 


17.29 


1968 
2.13 
3.74 
5.66 

.00 
4.80 
5.06 

-95 

-00 

-00 

-00 
1.43 

-00 

-00 

-00 


2.79 


1969 


2.38 


3.27 


-00 


-00 


2.20 


-00 


-00 


-00 


4.33 


1.04 


44 


-00 


-00 


-00 


-00 


1970 
2.72 
3.35 
3.51 
2.01 
1.38 

-00 
5.61 
-00 
-00 
-28 
81 
.00 
-00 
-00 


-00 


39 


1971 


1.30 


3.19 


1.50 


6.70 


New Buildings 


Ee 
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Equipment & Furniture Costs 40 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 ES Sofa 
All Types 5.28 4.69 4.52 7.05 4.66 4.43 5.11 3.35 
Science 6.18 7.41 5.10 9.30 4.13 5.18 5.05 .00 
Engineering 2.17 4.65 .00 6.03 6.88 3.86 5.03 4,52 
Administration 1.92 .00 2.85 2.78 -00 .00 5.50 1.80 
Arts 4,44 3.68 5.68 4.07 6.68 5.75 4.10 4.06 
Lecture Hall 3.93 2.30 .00 6.59 7.69 .00 .00 .00 
Library 11.14 4,74 4.82 2.70 3.91 .00 9.32 3.19 
Law .00 .00 .00 8.86 3.52 -00 .00 .00 
Education .00 1.06 .00 .00 .00 6.71 .00 .00 
Physical Education 2.07 2.41 1.84 4.56 .00 1.39 1.08 .00 
Student Union .00 1.11 2.35 .00 3.74 4.92 4.66 .00 
Food Services .00 .00 3.06 5.10 .00 -00 .00 7.30 
Health Services .00 .00 .00 3.02 .00 .00 .00 .00 
Central Services & Maintenance 1.48 3.67 3.33 10.34 .00 -00 .00 2.09 
Staging .00 -00 -00 8.84 5.86 .00 .00 2.141 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Mechanical & Electrical Costs a 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 
All Types 8.56 8.80 10.69 10.05 8.78 8.50 9.20 9.39 
Science 8.72 10.93 11.13 12.51 11.33 Ghali 12.82 -00 
Engineering 14.30 10.44 .00 6.55 8.74 8.64 11.40 10.09 
Administration .00 .00 8.47 10.04 -00 .00 9.10 8.26 
Arts 8.05 8.12 9.02 9.83 8.74 8.00 8.26 9.78 
Lecture Hall 20.66 7.01 .00 10.16 7.84 .00 .00 .00 
Library 4.36 6.76 8.62 7.99 Jail .00 6.92 9.19 
Law .00 -00 .00 .00 W19 .00 -00 -00 
Education .00 6.39 .00 .00 -00 11.88 .00 -00 
Physical Education 6.07 7.13 8.10 9.62 -00 6.20 8.48 -00 
Student Union .00 .00 8.60 -00 9.20 .00 10.05 -00 
Food Services .00 .00 8.73 6.77 .00 -00 -00 9:21 
Health Services .00 -00 .00 11.05 .00 -00 .00 -00 
Central Services & Maintenance 4.80 .00 21.68 .00 .00 -00 2.18 8.15 
Staging -00 .00 .00 6.55 4.04 -00 ~ 00 9.45 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Total Project Costs 
Gross Square Foot 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


a a EEE EEE EEE IEISI SEE ana 


1964 


33.71 


33.76 


36.34 


27.05 


35.96 


41.73 


31.20 


-00 


-00 


23.04 


.00 


-00 


.00 


29.52 


-00 


1965 
31.87 
36.50 
34.16 

-00 
29.53 
38.58 
28.39 

-00 
30.11 
25.38 
37.75 

-00 

.00 
29.31 


-00 


1966 


34.03 


34.31 


-00 


30.92 


35.01 


-00 


31.08 


.00 


.00 


28.49 


32.84 


31.57 


-00 


46.00 


-00 


1967 
40.28 
46.54 
30.89 
34.68 
36.77 
45.06 
33.36 
37.44 

.00 
31.58 
-00 
34.85 
38.28 
63.60 


30.65 


1968 


37.57 


39.13 


40.79 


-00 


37.72 


37.66 


37.75 


29.53 


.00 


-00 


41.52 


-00 


.00 


.00 


19.84 


1969 


32.97 


37.65 


31.55 


-00 


35.49 


-00 


.00 


.00 


42.56 


21.85 


42.53 


-00 


.00 


-00 


.00 


1970 


36.34 


41.31 


40.92 


32.54 


31.65 


-00 


36.08 


-00 


.00 


35.17 


40.13 


-00 


-00 


36.39 


.00 


1971 


32.01 


.00 


35.33 


28.21 


33.45 


-00 


30.69 


.00 


-00 


-00 


.00 


27.44 


.00 


25.05 


33.35 


New Buildings 


385 
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Site Development Costs (Excluded From General Contract) 
As A % of Construction Cost 


Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


5.92 


2.19 


1.72 


.00 


11.00 


.00 


-00 


.00 


.00 


3.39 


.00 


.00 


-00 


-00 


-00 


1965 
1.44 
1.14 
2.96 

-00 
1.36 
.00 
.00 
-00 
10 
.00 
-00 
-00 
-00 
-00 


.00 


1966 
2.35 
A4 
-00 
-68 
-00 
-00 
| 
.00 
-00 
.00 
1.02 
-00 
-00 
12.39 


-00 


1967 
3.58 
4.57 

.00 
.00 
.00 
4.66 
07 
-00 
-00 
18 
-00 
.00 
7.96 
-00 


2.88 


1968 
-60 
1.89 
42 
-00 
2.17 
-00 
.33 
-00 
.00 
.00 
-00 
.00 
-00 
-00 


Uethl 


1969 
1.50 
4,20 
1.55 

.00 
1.48 
.00 
.00 
-00 
-00 
.33 
-00 
-00 
-00 
.00 


.00 


1960 
.76 
13 
.00 
.00 
-00 
-00 

1.75 
.00 
.00 
AT 
-00 
.00 
-00 
-00 


.00 


1971 
62 
.00 
-00 
-00 
.00 
.00 
-00 
.00 
-00 
.00 
-00 
-62 
-00 
-00 


-00 


43 


1964-71 
2.48 
2.04 
1.34 

-68 
6.44 
4.66 

52 

-00 

10 

86 
1.02 

-62 
7.96 

12.39 


5.28 


New Buildings 


Site Development Costs (Included in General Conctract) 


As a % of Construction Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


eee aa 


1964 


1.40 


1.16 


.99 


-00 


3.21 


-00 


.00 


.00 


.00 


-00 


-00 


-00 


.00 


2.07 


-00 


1965 
1.13 
.00 
.08 
-00 
2.03 
2.61 
13 
-00 
.00 
.00 
.00 
.00 
-00 
-00 


.00 


1966 
2.21 


3.25 


1967 
3.33 
3.86 
1.32 
7.66 

.00 
1.98 
2.51 

.00 

-00 
3.51 

-00 

-O7 
2.07 

.00 


2.50 


1968 
1.36 
7.14 
1.45 

-00 
-76 
.00 
sepa 
42 
.00 
.00 
5.67 
.00 
-00 
.00 


2.32 


1969 
3.54 
3.15 
2.08 

.00 
5.33 
-00 
.00 
.00 
4,23 
1.63 
.00 
.00 
.00 
-00 


.00 


1970 
1.55 
1.55 
1.85 

.00 
18 
.00 
2.14 
-00 
-00 
2.23 
3.46 
-00 
-00 
1.48 


-00 


1971 


1.05 


-00 


3.62 


Bcf! 


1.14 


.00 


13 


.00 


.00 


.00 


-00 


9.62 


.00 


-00 


.32 


1964-71 


1.95 


2.60 


1.74 


3.98 


1.87 


2.12 


97 


A2 


4.23 


2.06 


4,22 


3.15 


2.07 


1.45 


-67 


New Buildings 
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388 


Alteration & Renovation Costs 45 
As a % of Construction Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types -76 -28 -00 .30 4.15 1.03 .00 .00 th fal 
Science .00 .00 .00 .30 .34 .65 .00 .00 .38 
Engineering .00 -00 .00 .00 .00 .00 -00 .00 .00 
Administration .00 .00 .00 .00 -00 .00 .00 .00 .00 
Arts -76 .00 .00 .00 .00 1.45 -00 .00 .88 
Lecture Hall .00 -28 .00 .00 .00 -00 .00 .00 .28 
Library .00 -00 .00 .00 .00 .00 -00 -00 -00 
Law .00 .00 .00 -00 -00 -00 .00 -00 -00 
Education .00 .00 -00 .00 -00 .00 .00 -00 -00 
Physical Education .00 .00 .00 -00 .00 89 .00 .00 89 
Student Union .00 .00 .00 .00 4.66 .00 -00 .00 4.66 
Food Services .00 -00 -00 .00 .00 .00 .00 -00 -00 
Health Services .00 -00 .00 .00 .00 -00 -00 .00 -00 
Central Services & Maintenance .00 .00 .00 -00 -00 -00 -00 .00 .00 
Staging .00 .00 -00 .00 .00 .00 -00 -00 -00 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Site Development Costs as a 
As a % of Construction Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 
Architectural Services Branch 
Date: Oct. 71 


a 


1964 
6.46 
3.16 
2.71 

-00 
10.68 
-00 
-00 
-00 
-00 
3.39 
-00 
-00 
.00 
2.07 


-00 


1965 
1.66 
1.14 
2.99 

.00 
2.37 
2.90 

13 

.00 

10 

-00 

-00 

-00 

.00 

.00 


-00 


1966 
3.46 
3.54 

-00 
-68 
1.12 
-00 
2.41 
-00 
-00 
1.35 
1.35 
3.76 
.00 
11.45 


-00 


1967 


5.87 


7.41 


1.32 


7.66 


-00 


6.64 


3.08 


-00 


-00 


3.69 


-00 


-O7 


10.02 


-00 


5.38 


1968 


1.99 


8.02 


1.88 


1.40 


8.76 


1969 
4.79 
8.00 
3.63 

-00 
6.47 
.00 
-00 
.00 
4.23 
2.85 
-00 
.00 
-00 
.00 


-00 


1970 


1.96 


1.69 


1.85 


.00 


18 


-00 


3.90 


.00 


-00 


2.70 


3.46 


.00 


-00 


1.48 


-00 


1971 


10,24 


1964-71 


3.37 


4,00 


2.55 


3.26 


4,41 


5.81 


1.35 


42 


3.22 


2.70 


6.31 


3.25 


10.02 


9.06 


1.68 


New Buildings 
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390 


Building Equipment Costs 


As A % of Construction Cost 


Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 
ikecsa! 
1.66 

.00 
-00 
1.31 
53 
1.73 
.00 
-00 
-38 
-00 
.00 
-00 
24.37 


-00 


3.77 


.00 


.00 


1966 
2.82 
1,24 

.00 
1.73 
3.34 

-00 
3.59 

-00 

.00 
3.25 
3.07 

13.23 

-00 

6.03 


.00 


1967 
4.41 
1.85 

-00 
.00 
-00 
-49 
-00 
-00 
-00 
3.27 
-00 
18.56 
1.79 
.00 


12.71 


1968 
2.79 
3.30 

11.24 
.00 
3.82 
-00 
-56 
1.99 
.00 
-00 
5.69 
.00 
.00 
-00 


.00 


1969 
2.65 
5.22 

-00 
-00 
2.37 
-00 
-00 
-00 
3.71 
1.22 
-00 
-00 
.00 
.00 


.00 


1970 
1.58 
42 
-36 
7.35 
.00 
-00 
1.13 
-00 
-00 
3.74 
.00 
-00 
.00 
92 


.00 


1971 
4,27 
-00 
-00 
-00 
6.49 
-00 
2.89 
-00 
-00 
-00 
-00 
.00 
-00 
.25 


2.72 


47 


1964-71 
2.65 
1.51 
6.30 
4.16 
2.93 

50 
1.27 
1.99 
3.71 
2.65 
5.07 

16.42 
1.79 
ue) 


4.39 


New Buildings 


Cash Allowance Costs 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1.32 


1.25 


93 


-00 


1965 


2.26 


1.47 


12.05 


-00 


1.66 


3.21 


2.43 


.00 


ARV) 


1.32 


.00 


-00 


.00 


.00 


.00 


1966 
1.45 


1.79 


1.89 


1.56 
1.09 
1.27 
-00 
43 


-00 


1967 


2.32 


2.54 


6.69 


3.41 


2.20 


1.54 


1.08 


.00 


.00 


3.07 


.00 


2.39 


2.49 


.00 


1.05 


1968 
4.00 
42 
2.13 
-00 
4.33 
1.61 
4.54 
2.76 
-00 
-00 
5.17 
_ 00 
.00 
-00 


1.92 


1969 


4.24 


2.76 


6.49 


-00 


4.36 


-00 


-00 


-00 


2.95 


3.14 


-00 


-00 


-00 


.00 


.00 


1970 


2.89 


2.55 


2.20 


95 


1.12 


.00 


8.40 


-00 


.00 


att 


se 


.00 


.00 


1.65 


.00 


391 


48 

1971 1964-71 
2.38 2.59 
.00 iL 
4.20 4.28 
212 2.31 
1.74 1.95 
.00 1.67 
2.26 3.88 
.00 2.76 
.00 2.39 
.00 2.11 
.00 3.54 
227 2.00 
.00 2.49 
1.52 ar! 
3.28 2.82 

New Buildings 


oS 


392 


Built-in Equipment Costs 49 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 4,97 3.95 4.08 6.54 1.63 2.70 2,42 3.15 3.37 
Science 9.53 10.20 9.10 9.56 8.67 .30 4.14 -00 8.20 
Engineering .00 .75 .00 3.54 6.87 6.25 4.60 .00 5.53 
Administration .00 -00 1.35 .00 .00 .00 .00 .00 1.35 
Arts 4.40 33 .37 .00 6.28 21 .00 712 2.13 
Lecture Hall 2.51 1.14 .00 52 .00 -00 -00 -00 88 
Library .00 .00 01 .00 19 -00 .03 51 -20 
Law .00 -00 .00 .00 1.20 -00 -00 .00 1.20 
Education .00 .00 .00 .00 -00 93 .00 -00 93 
Physical Education 3.86 .00 .00 3.85 .00 .00 -70 -00 2.16 
Student Union .00 .00 .00 -00 -00 .00 .00 .00 -00 
Food Services .00 .00 .00 -00 -00 .00 -00 .00 -00 
Health Services -00 -00 -00 -00 .00 -00 -00 .00 -00 
Central Services & Maintenance -00 .00 .00 .00 -00 -00 .00 .00 -00 
Staging -00 .00 -00 .00 -00 .00 .00 9.59 9.59 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Architectural Costs 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


en 


1964 
62.09 
63.62 
53.25 

-00 
62.26 
44,22 
75.02 

.00 

.09 
60.24 

.00 

.00 

.00 
57.69 


-00 


1965 
60.95 
51.40 
55.74 

.00 
63.58 
75.79 
68.34 

-00 
79.53 
65.99 

-00 

-00 

.00 

-00 


.00 


1966 
56.60 
51.50 

.00 
66.32 
72.80 

-00 
61.51 

-00 

-00 
64.77 
67.77 
52.41 

-00 
32.85 


-00 


1967 
57.21 
50.14 
63.82 
58.68 
69.70 
65.64 
67.12 

-00 
.00 
56.06 
-00 
57.74 
55.47 
-00 


53.34 


1968 
64,74 
52.52 
53.44 

.00 
59.08 
69.48 
68.67 
67.37 

.00 

.00 
57.77 

.00 

.00 

.00 


61.68 


1969 


57.41 


56.13 


52.97 


-00 


58.91 


.00 


-00 


.00 


55.97 


63.60 


-00 


.00 


-00 


-00 


-00 


1970 
63.10 
53.62 
58.68 
57.95 
68.73 

.00 
62.43 
.00 
-00 
66.99 
67.68 
.00 
.00 
92.69 


-00 


1971 
57.89 
-00 
59.14 
65.87 
57.16 
.00 
60.54 
-00 
.00 
.00 
.00 
41.05 
.00 
62.29 


54.20 


1964-71 


60.52 


54.99 


55.47 


62.56 


63.14 


63.41 


66.60 


67.37 


61.76 


63.48 


61.61 


53.17 


55.47 


45.12 


54.75 


New Buildings 


393 


394 
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Building Costs 51 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 al efal 1964-71 
All Types 66.99 66.82 62.63 67.91 72.69 66.21 68.74 65.89 67.60 
Science 67.55 60.05 59.62 61.45 60.67 64.42 60.74 -00 62.51 
Engineering 54,48 63.32 .00 74.05 73.69 65.71 65.84 63.34 67.65 
Administration .00 .00 Tde28 62.09 .00 -00 66.25 67.99 66.50 
Arts 68.11 68.02 76.02 Ou 70.09 65.71 69.86 64.95 68.62 
Lecture Hall 46.00 80.14 .00 68.19 71.08 .00 .00 .00 65.77 
Library 78.07 72.52 66.24 82.31 73.96 -00 HALOS 66.21 72.96 
Law .00 .00 .00 .00 73.32 .00 -00 .00 73.32 
Education .00 80.23 .00 .00 .00 62.10 -00 .00 66.56 
Physical Education 65.73 71.08 69.58 64.89 -00 67.97 73.20 .00 69.24 
Student Union .00 -00 nas -00 68.63 101.01 68.48 .00 71.86 
Food Services .00 .00 66.90 78.69 .00 -00 -00 43.32 68.84 
Health Services .00 .00 .00 59.76 .00 .00 -00 -00 59.76 
Central Services & Maintenance 82.99 -00 35.71 -00 .00 -00 95.26 64.06 49.98 
Staging -00 -00 .00 67.10 63.60 .00 -00 69.64 68.71 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Mechanical Costs 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


i ee 


1964 


20.11 


21.79 


36.47 


-00 


18.60 


12.21 


16.01 


.00 


.00 


21.87 


.00 


-00 


.00 


12.52 


.00 


1965 


24.47 


27.61 


26.62 


-00 


24.83 


11.48 


22.01 


.00 


18.15 


19.82 


-00 


-00 


.00 


.00 


.00 


1966 
26.37 
28.02 

.00 
17.01 
21.74 

-00 
24.83 

-00 

-00 
19.08 
18.84 
21.81 

.00 
40.68 


-00 


1967 
21.90 
23.56 
18.75 
24.47 
20.24 
16.71 
20.49 

.00 
.00 
25.97 
.00 
18.62 
21.03 
-00 


22.79 


1968 
18.90 
25.42 
21.22 

-00 
19.04 
21.57 
17.98 
19.60 

.00 

.00 
19.38 

.00 

.00 

.00 


18.45 


1969 


22.08 


19.88 


22.82 


-00 


20.26 


-00 


.00 


.00 


24.31 


22.20 


.00 


.00 


-00 


-00 


.00 


1970 
20.28 
26.01 
22.40 
27.85 
21.47 

.00 
15.38 
.00 
.00 
15.12 
20.19 
.00 
.00 
4.24 


.00 


1971 
24,98 
-00 
25.59 
24.19 
26.36 
-00 
27.28 
-00 
.00 
.00 
.00 
35.71 
.0O0 
27.88 


18.96 


1964-71 


22.08 


24.95 


23.17 


23.45 


21.69 


16.77 


19.68 


19.60 


22.79 


20.06 


19.43 


22.54 


21.03 


32.29 


19.49 


New Buildings 
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396 


Electrical Costs 


As A % of Construction Cost 


Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


11.73 


12.51 


10.68 


-00 


7.15 


50.18 


10.50 


.00 


.00 


9.01 


-00 


-00 


-00 


5.65 


-00 


1965 


10.67 


13.47 


11.39 


.00 


8.98 


9.65 


8.43 


-00 


6.09 


13.72 


.00 


-00 


-00 


-00 


-00 


1966 


12.72 


13.52 


.00 


15.13 


9.41 


-00 


11.11 


-00 


-00 


14.15 


11.98 


11.70 


-00 


15.08 


-00 


1967 


10.62 


10.88 


10.04 


9.96 


12.02 


11.41 


11.34 


-00 


-00 


10.46 


.00 


6.29 


13.02 


-00 


9.93 


1968 


10.20 


10.03 


6.61 


-00 


11.75 


7.35 


11.24 


10.82 


-00 


-00 


T.27 


-00 


.00 


-00 


12.80 


1969 


10.96 


10.67 


11,44 


-00 


9.32 


-00 


-00 


-00 


12.45 


11.32 


.00 


-00 


-00 


.00 


-00 


1970 


12.07 


13.22 


12.99 


8.99 


11.49 


-00 


13.06 


.00 


-00 


12.06 


10.96 


-00 


-00 


2.12 


-00 


1971 
11.22 
-00 
10.43 
10.21 
10.80 
-00 
9.48 
-00 
-00 
-00 
.00 
13.77 
-00 
11.16 


14.16 


53 


1964-71 
11.25 
12.60 
10.16 
10.88 

9.42 
18.15 
11.02 
10.82 
10.88 
11.83 

8.89 

9.34 
13.02 
P2289 


13.40 


New Buildings 


Federal Sales Tax Rebate 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 

Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


EE ee nn ULE ESE 


1964 


4.19 


4.62 


4.33 


.00 


3.68 


4,15 


4.58 


-00 


.00 


.00 


.00 


-00 


-00 


3.22 


.00 


1965 
4,27 
4.34 
4,32 

-00 
4.62 
4.17 
3.09 

.00 
4.57 
4.62 

-00 

-00 

.00 
4.00 


-00 


1966 
4.15 
4.08 

.00 
4.11 
4.17 

.00 
4.59 

.00 

.00 
4.17 
4.11 
4.17 

.00 
3.73 


-00 


1967 
4.29 
3.68 
4.17 
4.17 
4.17 
2.95 
3.51 

100.00 
.00 
4.30 
-00 
4.17 
3.84 
-00 


3.14 


4.04 


3.99 


1969 


3.33 


2.96 


3.59 


.00 


2.87 


.00 


.00 


-00 


3.08 


4.34 


1.01 


.00 


.00 


.00 


-00 


1970 
3.30 
3.09 
3.09 
3.09 
3.00 

.00 
4,32 
-00 
.00 
3.08 
3.09 
-00 
.00 
3.09 


.00 


54 

1971 1964-71 
3.07 3.89 
.00 4.11 
2.98 3.53 
3.09 3.62 
3.07 3.66 
.00 3.48 
3.09 3.99 
.00 16.44 
.00 3.45 
.00 3.95 
.00 3.63 
3.03 3.98 
.00 3.84 
3.09 3.57 
3.08 3.17 

New Buildings 


She 
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Fees 55 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 LOT 1964-71 
All Types Vailp- 6.64 6.61 7.59 8.64 7.04 7.59 8.71 7.55 
Science 8.78 6.70 6.64 7.41 7.13 7.03 7.96 -00 7.54 
Engineering 6.75 6.57 -00 6.25 6.54 1.29 8.46 7.00 7.13 
Administration 6.14 .00 6.32 6.25 .00 .00 6.50 7.00 6.47 
Arts 5.95 6.73 6.15 6.25 6.58 7.02 7.05 9.59 6.91 
Lecture Hall 6.22 6.25 -00 6.50 6.21 -00 .00 .00 6.34 
Library 6.76 6.50 7.75 6.81 9.88 .00 7.65 9.97 9.05 
Law .00 .00 -00 150.00 7.00 -00 .00 .00 25.50 
Education .00 6.44 -00 -00 -00 6.58 -00 .00 6.54 
Physical Education 5.80 6.71 6.25 6.27 .00 7.33 TAT .00 6.80 
Student Union .00 .00 6.19 .00 6.42 .00 7.80 -00 6.64 
Food Services .00 .00 6.25 6.25 -00 -00 .00 5.46 6.12 
Health Services .00 .00 -00 5.75 .00 .00 -00 .00 5.75 
Central Services & Maintenance 4.65 6.00 6.34 -00 -00 -00 5.98 7.00 6.16 
Staging .00 .00 .00 1.88 4.04 .00 .00 7.52 6.63 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Miscellaneous Costs 56 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 is) 7A! 1964-71 
All Types 1.51 1.79 2.38 4.66 2.24 3.16 2.66 2.72 2.50 
Science 2.02 2.61 1.90 3.58 2.61 1.81 3.00 .00 2.48 
Engineering 3.92 88 .00 3.13 1.47 2.51 3.00 3.00 2.18 
Administration .69 -00 15 3.13 .00 -00 3.00 3.00 2.10 
Arts 121 89 3.49 1.09 AGUS) 3.00 2.95 3.17 2.07 
Lecture Hall .30 3.13 .00 .00 4.34 .00 .00 .00 3.38 
Library .00 .00 1.69 8.60 2.00 .00 2.35 .00 2.59 
Law .00 .00 .00 75.00 3.00 .00 .00 .00 12:19 
Education .00 3.69 .00 .00 .00 4.36 .00 .00 4.19 
Physical Education 85 1.43 3.12 -70 -00 3.33 1.80 .00 2.04 
Student Union .00 .00 3.09 -00 3.04 .00 2.20 .00 2.89 
Food Services .00 .00 3.13 3.12 .00 .00 .00 2.7) 3.06 
Health Services -00 -00 .00 2.88 * 00 .00 .00 .00 2.88 
Central Services & Maintenance 1.52 3.00 3.39 .00 .00 .00 .00 3.00 3.15 
Staging -00 .00 -00 12.67 4.06 .00 .00 1.98 3.23 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Fees and Contingency Costs 


As A % of Construction Cost 


Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


8.52 


10.47 


10.68 


6.83 


7.16 


6.33 


7.72 


-00 


-00 


6.65 


.00 


-00 


-00 


6.17 


-00 


9,00 


1966 


8.93 


8.54 


.00 


6.47 


9.18 


.00 


9.43 


.00 


-00 


9.37 


9.28 


9.38 


-00 


9.74 


-00 


1967 


11.64 


11.44 


9.38 


9.37 


7.34 


6.50 


15.41 


225.00 


-00 


7.44 


.00 


9.37 


8.63 


8.40 


14.55 


1968 


10.87 


9.52 


8.01 


.00 


9.37 


10.56 


11.88 


10.00 


.00 


.00 


9.46 


-00 


.00 


-00 


8.10 


1969 


10.20 


8.85 


9.80 


-00 


10.01 


.00 


.00 


.00 


10.94 


10.66 


1970 


10.18 


10.96 


11.46 


9.50 


10,00 


-00 


10.00 


-00 


-00 


9.27 


10.00 


.00 


-00 


5.98 


.00 


1971 
10.47 
.00 
10.00 
10.00 
11.71 
-00 
9.97 
-00 
-00 
-00 
-00 
8.18 
-00 
10.00 


9.50 


57 


1964-71 
9.89 
10.14 
9.30 
8.57 
8.85 
7.86 
uf tea be 
37.68 
10.74 
8.86 
9.30 
9.17 
8.63 
8.84 


9.86 


New Buildings 


Furniture Costs 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 


1964 
8.83 
9.75 
9.12 
8.15 
5.17 
5.41 

76.96 
.00 
-00 

2.13 
.00 
-00 
-00 
89 


-00 


1965 
8.81 
7.75 
5.89 

.00 
10.40 
-00 
14.60 
.00 
4.03 
3.86 
-00 
-00 
-00 
1.87 


.00 


1966 
9.14 
7.64 

.00 
10.81 
8.16 
-00 
19.05 
-00 
.00 
-00 
8.41 
11.75 
.00 
1.28 


-00 


1967 


8.90 


2.64 


3.69 


9.54 


8.53 


9.94 


7.65 


342.20 


.00 


11.79 


.00 


18.77 


6.20 


.00 


2.36 


1968 
8.94 
2.72 
3.87 

.00 
6.63 
9.70 
ate 

14.90 

-00 

.00 
8.16 

.00 

.00 

-00 


23.74 


1969 
10.09 
6.42 
15.32 
-00 
13.11 
.00 
-00 
-00 
7.37 
1.89 
11.91 
.00 
.00 
.00 


-00 


1970 


8.47 


5.20 


4.72 


14.13 


10.88 


.00 


15.25 


.00 


-00 


2.57 


11.93 


.00 


.00 


.00 


-00 


1971 


8.45 


-00 


4.73 


7.48 


9.72 


.00 


11.40 


.00 


-00 


.00 


.00 


3.21 


-00 


5.80 


5.31 


401 


58 


1964-71 
8.92 
7.04 
7.20 
9.35 
8.58 
8.81 

12.48 
56.97 
6.55 


4.04 


New Buildings 
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Equipment Costs 59 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 us i7/al 1964-71 
All Types 11.58 11.14 9.95 21.60 7.15 9.09 9.60 4.95 10.32 
Science 14.79 20.08 11.59 26.42 ibrtGi hs) 10.96 10.27 -00 16.45 
Engineering .00 11.05 .00 22.85 18.04 .00 10.90 11.40 14.49 
Administration .00 .00 .00 .00 .00 -00 8.12 .00 8.12 
Arts 9.93 4.93 12.96 4.82 16.90 8.16 5.49 5.72 8.49 
Lecture Hall 5.66 -00 -00 8.29 18.68 -00 .00 .00 10.75 
Library 10.15 6.74 1.02 4.16 3.14 .00 23.05 1.35 4.89 
Law .00 .00 .00 471.35 .00 .00 .00 .00 471.35 
Education -00 .00 .00 -00 -00 13.38 .00 .00 13.38 
Physical Education 8.38 7.48 .00 5.49 .00 5.61 .89 -00 4.68 
Student Union .00 .00 .00 .00 4.04 1.18 2.52 .00 3.24 
Food Services .00 .00 .00 .00 .00 .00 -00 36.00 36.00 
Health Services .00 .00 .00 3.10 .00 .00 .00 .00 3.10 
Central Services & Maintenance 4.72 13.76 10.19 .00 .00 .00 .00 4,20 529 
Staging -00 .00 .00 67.77 21.60 -00 .00 2.09 10.50 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Equipment & Furniture Costs 60 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 20.13 18.68 16.68 25.78 15.71 17.06 18.07 12.92 18.31 
Science 24.75 27.83 18.96 27.84 12.93 17.38 15.47 .00 23.62 
Engineering 9.12 16.94 .00 26.54 21.91 15.32 15.63 16.13 17.88 
Administration 8.15 .00 10.81 9.54 .00 .00 22.25 7.48 10.25 
Arts 15.10 15.34 21.12 13.35 23.53 21.27 16.37 15.44 17.07 
Lecture Hall 11.07 6.93 .00 18.23 28.38 -00 .00 .00 18.08 
Library 59.79 21.33 20.06 10.18 12.91 .00 38.30 12.75 17.31 
Law -00 .00 .00 813.54 14.90 -00 .00 .00 112.50 
Education .00 4.03 -00 .00 .00 20.75 .00 .00 16.64 
Physical Education 10.50 11.34 7.53 17.29 .00 7,49 3.45 .00 8.53 
Student Union .00 3.23 8.41 .00 10.84 13.09 14.45 .00 10.73 
Food Services .00 .00 11.75 18.77 .00 .00 .00 39.21 19.85 
Health Services .00 .00 .00 9.30 ~ 00 -00 .00 .00 9.30 
Central Services & Maintenance 5.61 15.63 8.57 21.03 .00 .00 .00 10.00 10.92 
Staging .00 .00 .00 44.15 45.34 .00 .00 7.38 16.35 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Mechanical & Electrical Costs 61 
As A % of Construction Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 31.51 35.14 39.09 32.52 29.11 33.04 32.35 36.21 33.27 
Science 34.29 41.07 41.54 34.44 35.45 30.55 39.23 .00 37.54 
Engineering 47.15 38.00 .00 28.80 27.84 34.26 35.40 36.02 33.33 
Administration .00 -00 32.14 34.42 -00 -00 36.84 34.40 34.33 
Arts 25.75 33.81 31.15 32.26 30.79 29.58 32.97 37.16 31.12 
Lecture Hall 58.14 21.13 .00 28.12 28.92 .00 .00 .00 33.71 
Library 26.51 30.44 35.94 31.84 29.22 .00 28.44 36.75 30.71 
Law .00 .00 .00 .00 30.42 .00 -00 .00 30.42 
Education .00 24,24 -00 -00 .00 36.76 -00 .00 33.68 
Physical Education 30.88 33.54 33.23 36.43 .00 33.53 27.18 .00 31.89 
Student Union .00 .00 30.82 -00 26.65 .00 31.16 .00 28.32 
Food Services .00 -00 33.51 24.91 .00 .00 .00 49.47 31.89 
Health Services .00 -00 .00 34.05 -00 -00 .00 .00 34.05 
Central Services & Maintenance 18.16 -00 55.76 .00 .00 .00 6.36 39.03 44.47 
Staging -00 .00 .00 32.72 31.25 .00 .00 33.12 32.89 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Site Development Costs (Excluded from General Contract) 62 
As A % of Total Project Costs 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 4.69 1.13 1.92 2.60 AT 1.21 59 A2 1.94 
Science 1.67 82 .37 3.18 1.64 3.33 sili .00 1.54 
Engineering 1.43 2.38 .00 .00 .33 1.24 .00 .00 1.06 
Administration .00 .00 58 .00 .00 .00 .00 .00 58 
Arts 8.94 1.11 .00 .00 1.47 1.15 .00 .00 5.13 
Lecture Hall .00 .00 .00 3.74 .00 .00 .00 .00 3.74 
Library .00 .00 .21 43 20 .00 1.18 .00 Al 
Law .00 .00 .00 .00 .00 .00 .00 .00 .00 
Education .00 .09 -00 -00 .00 .00 .00 .00 .09 
Physical Education 2.89 .00 .00 14 .00 -28 42 .00 .73 
Student Union .00 .00 86 .00 .00 .00 .00 .00 86 
Food Services .00 .00 .00 .00 .00 .00 .00 A2 A2 
Health Services .00 .00 .00 6.75 .00 .00 .00 .00 6.75 
Central Services & Maintenance .00 .00 10.45 .00 .00 .00 .00 .00 10.45 
Staging -00 .00 .00 1.55 5.03 .00 .00 .00 3.11 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Site Development Costs (Included in General Contract) 63 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 LOT 1964-71 
All Types 1.08 392 1.79 2.62 1.08 2.78 1.22 85 1.55 
Science 88 .00 2.69 3.10 5.83 2.49 1.23 .00 2.07 
Engineering 83 .07 -00 97, A i 1.66 1.46 2.87 1.37 
Administration .00 .00 -00 6.44 .00 .00 .00 -60 3.37 
Arts 2.64 1.67 86 .00 62 4.06 14 -90 1.47 
Lecture Hall .00 2.25 .00 1.59 .00 .00 .00 .00 1.73 
Library .00 11 1.65 1.91 56 -00 1.45 cilal -76 
Law .00 .00 .00 .00 .34 -00 .00 .00 .34 
Education .00 .00 .00 .00 .00 3.21 -00 .00 3.21 
Physical Education .00 .00 1.16 2.75 .00 1.38 1.98 .00 1.76 
Student Union .00 .00 “29 -00 4.71 -00 2.78 .00 3.50 
Food Services -00 .00 3.10 45 .00 .00 -00 6.53 2.44 
Health Services -00 .00 .00 1.75 .00 .00 -00 .00 1.75 
Central Services & Maintenance 1.85 -00 1.16 -00 .00 .00 1.40 -00 1.25 
Staging .00 .00 -00 1.34 1.39 .00 -00 28 53 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Alteration & Renovation Costs 64 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types -62 .24 -00 .24 3.38 83 .00 .00 91 
Science .00 .00 .00 .24 .26 51 .00 .00 .30 
Engineering .00 .00 .00 .00 .00 .00 .00 .00 .00 
Administration .00 .00 .00 .00 -00 -00 .00 .00 .00 
Arts 62 .00 -00 .00 .00 1.13 .00 .00 Agi 
Lecture Hall .00 .24 -00 -00 .00 .00 .00 .00 .24 
Library .00 .00 .00 .00 .00 .00 .00 .00 .00 
Law .00 .00 .00 .00 .00 .00 .00 .00 .00 
Education .00 .00 -00 .00 .00 .00 -00 .00 .00 
Physical Education .00 .00 .00 .00 -00 .75 -00 .00 «15 
Student Union .00 .00 .00 -00 3.82 .00 .00 .00 3.82 
Food Services .00 .00 .00 .00 .00 .00 .00 .00 .00 
Health Services .00 .00 .00 -00 = 300 -00 .00 .00 .00 
Central Services & Maintenance .00 -00 .00 .00 -00 .00 .00 .00 .00 
Staging -00 .00 -00 .00 -00 .00 .00 .00 .00 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


oe eee EEE EEE Eel 


408 


Site Development Costs 65 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 5.13 1.30 2.81 4.38 1.58 3.76 1.54 86 2.66 
Science 2.42 82 2.93 5.29 6.55 6.34 1.33 -00 3.06 
Engineering 2.26 2.41 .00 97 1.44 2.90 1.46 2.87 2.01 
Administration -00 -00 -58 6.44 -00 -00. -00 -60 2.76 
Arts 8.69 1.93 86 -00 1.05 4.93 14 -90 3.49 
Lecture Hall .00 2.49 -00 5.32 -00 -00 .00 -00 4.73 
Library -00 ei lak 1.86 2.34 -78 .00 2.63 sh 1.06 
Law -00 -00 -00 -00 -34 -00 .00 -00 -34 
Education -00 -09 -00 .00 -00 3.21 -00 -00 2.52 
Physical Education 2.89 .00 1.16 2.90 -00 2.41 2.40 -00 2.30 
Student Union .00 -00 1.15 -00 7.28 -00 2.78 -00 5.23 
Food Services .00 -00 3.10 -45 -00 -00 -00 6.95 2.52 
Health Services -00 -00 -00 8.50 -00 -00 -00 -00 8.50 
Central Services & Maintenance 1.85 .00 9.68 -00 -00 -00 1.40 -00 7.82 
Staging -00 -00 -00 2.89 5.96 -00 -00 -28 1.32 


Dept. of University Affairs 
Architectural Services Branch 


Date: 02 Oct. 71 New Buildings 
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Building Equipment 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 


EI EE Eel 


1964 


1.34 


1.27 


-00 


-00 


1.06 


A4 


89 


.00 


.00 


.32 


-00 


-00 


.00 


21.80 


-00 


3.16 


1966 


2.27 


97 


.00 


1.47 


2.74 


.00 


2.77 


-00 


-00 


2.78 


2.61 


10.92 


.0C 


5.25 


.00 


1967 


3.18 


1.23 


-00 


.00 


.00 


.39 


-00 


.00 


.00 


2.57 


-00 


14.48 


1.52 


-00 


8.30 


1968 


2.21 


2.69 


8.65 


.00 


2.88 


-00 


45 


1.59 


-00 


-00 


4.73 


-00 


.00 


.00 


-00 


1969 
2.08 


4.14 


2.83 
1.04 
.00 
.00 
.00 
.00 


.00 


1970 


1.23 


-33 


28 


5.58 


-00 


.00 


-76 


.00 


.00 


3.32 


-00 


.00 


.00 


86 


-00 


AOTL 


3.47 


2.33 


1964-71 


2.08 


1.59 
2.83 
2.26 
4,23 
13.10 
1.52 
6.40 


3.57 


New Buildings 
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Cash Allowance Costs 67 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 UOT 1964-71 
All Types 84 1.77 1.16 1.75 3.15 3.33 2.26 1.93 2.03 
Science 86 1.06 1.40 1.76 .35 2.18 2.02 .00 1.32 
Engineering 1.03 9.53 -00 4.92 1.64 5.19 1.73 3.33 3.36 
Administration -00 .00 1.61 2.87 .00 -00 2 1.80 1.93 
Arts 81 1.35 -00 1.83 3.26 3.32 89 1.37 1.55 
Lecture Hall .73 2.76 -00 1.23 1.16 .00 -00 -00 1.32 
Library .68 1.90 88 -86 3.62 .00 5.66 1.84 3.01 
Law .00 -00 .00 -00 2.21 .00 -00 -00 2.21 
Education -00 -61 .00 -00 -00 2.24 -00 -00 1.88 
Physical Education 1.07 TELO 1.33 2.47 -00 2.66 1.57 -00 1.79 
Student Union .00 .00 “o2 .00 4.30 -00 -64 -00 2.93 
Food Services .00 .00 1.05 1.87 -00 -00 -00 1.54 1.55 
Health Services .00 -00 -00 2.11 .00 -00 .00 .00 2.11 
Central Services & Maintenance 83 .00 37 -00 .00 -00 1.55 1.27 -61 
Staging -00 .00 -00 -68 1.25 -00 .00 2.80 2.24 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Built-in Equipment Costs 68 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 4.10 3.07 3.32 5.22 1.28 218 1.87 2.57 2.68 
Science 7.70 7.31 7.52 Uta 6.80 -24 3.28 .00 6.49 
Engineering -00 -62 -00 2.61 5.29 4,99 3.62 .00 4.33 
Administration .00 .00 1.15 .00 .00 .00 .00 .00 1,15 
Arts 3.61 .26 31 -00 4.27 16 -00 57 1.70 
Lecture Hall 2.21 98 -00 41 .00 .00 .00 .00 12 
Library -00 -00 01 .00 15 .00 .02 A2 15 
Law .00 -00 -00 .00 96 .00 .00 .00 .96 
Education .00 .00 .00 .00 .00 71 .00 .00 (fa! 
Physical Education 3.30 .00 .00 3.03 .00 .00 -62 -00 1.85 
Student Union .00 .00 .00 .00 .00 .00 .00 .00 .00 
Food Services .00 .00 .00 .00 -00 .00 .00 .00 .00 
Health Services .00 .00 .00 -00 .00 .00 .00 .00 .00 
Central Services & Maintenance .00 .00 -00 .00 .00 .00 .00 .00 .00 
Staging .00 .00 .00 -00 .00 -00 .00 8.21 8.21 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Architectural Costs 69 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 LOTR 1964-71 
All Types 48.10 47.92 45.03 43.19 50.95 45.07 49.38 46.91 47.46 
Science 47.49 37.48 40.32 35.83 42.89 44.47 42.41 .00 41.35 
Engineering 44.45 44.81 .00 46.96 41.14 42.33 46.17 46.89 43.61 
Administration .00 .00 56.55 49.34 -00 -00 43.99 56.07 52.16 
Arts 50.62 51.71 55.88 57.75 44,45 44.87 54.39 44,96 50.01 
Lecture Hall 37.66 65.17 -00 52.63 50.00 .00 -00 .00 50.35 
Library 38.70 53.46 47.50 51.06 54.78 -00 42.10 49.33 51.45 
Law .00 .00 .00 .00 53.94 .00 .00 .00 53.94 
Education .00 69.67 .00 -00 .00 42.50 -00 .00 48.49 
Physical Education 51.43 55.24 55.40 45.12 .00 53.83 59.43 -00 54.08 
Student Union .00 .00 57.59 -00 48.02 -00 54.39 -00 51.09 
Food Services .00 .00 43.27 45.06 .00 .00 .00 27.85 41.21 
Health Services .00 -00 .00 47.04 .00 .00 -00 -00 47.04 
Central Services & Maintenance 51.61 -00 27.77 -00 -00 -00 87.46 51.91 38.86 
Staging .00 .00 .00 34.83 40.20 -00 -00 46.37 43.58 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Building Costs 70 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 51.90 52.53 49.83 51.62 57.20 52.15 53.78 53.39 53.05 
Science 50.42 43.79 46.68 43.92 49.55 51.03 48.04 .00 47.01 
Engineering 45.47 50.91 .00 54.48 56.72 52.51 51.81 50.22 53.19 
Administration .00 .00 60.78 52.21 .00 .00 50.29 57.87 55.45 
Arts 55.37 55.33 58.35 59.58 52.74 50.05 55.28 51.08 54.35 
Lecture Hall 39.19 68.90 .00 54.67 51.16 .00 .00 .00 52.22 
Library 40.27 56.73 51.15 65.54 59.00 .00 48.54 53.95 56.64 
Law .00 .00 .00 .00 58.70 .00 .00 .00 58.70 
Education .00 70.28 .00 .00 .00 47.15 .00 .00 52.25 
Physical Education 56.11 59.49 59.52 52.22 .00 57.53 64.94 .00 58.99 
Student Union .00 .00 61.12 .00 57.05 89.32 55.02 .00 59.89 
Food Services .00 .00 55.23 61.41 .00 .00 .00 29.39 53.35 
Health Services .00 .00 .00 50.67 .00 .00 .00 .00 50.67 
Central Services & Maintenance 74.24 .00 30.18 .00 .00 .00 89.88 53.38 43.05 
Staging .00 .00 .00 43.82 41.45 .00 .00 59.59 54.69 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Mechanical Costs 71 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 15.55 19.24 21.21 16.53 14.87 17.33 15.87 20.25 17.33 
Science 16.26 20.13 21.94 16.84 20.76 15.75 20.57 .00 18.76 
Engineering 30.44 21.40 -00 13.80 16.34 18.24 17.63 20,29 18.22 
Administration .00 .00 14,51 20.58 .00 .00 21.14 20.59 19.56 
Arts 15.12 20.19 17.86 16.77 14.32 15.43 16.99 20.73 17.29 
Lecture Hall 10.23 9.87 .00 13.40 15.53 .00 .00 .00 13.21 
Library 8.26 U7.22 OTT 15.59 14.34 -00 10.37 22.23 15.20 
Law .00 .00 .00 .00 15.69 .00 .00 .00 15.69 
Education .00 15.90 .00 .00 -00 18.46 -00 .00 17.90 
Physical Education 18.67 16.59 16.32 20.90 -00 18.79 13.42 .00 17.09 
Student Union .00 .00 16.01 -00 16.11 -00 16.23 -00 16.11 
Food Services .00 .00 18.01 14.53 .00 -00 .00 24.23 17.47 
Health Services .00 .00 .00 17.83 .00 -00 .00 .00 17.83 
Central Services & Maintenance 11.20 .00 34.39 -00 -00 -00 4.00 23.23 27.81 
Staging .00 .00 .00 14.88 12.02 .00 .00 16.22 15.51 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Electrical Costs 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 


All Types 9.08 8.39 10.23 8.01 8.03 8.60 9.45 


Science 9.34 9.82 10.58 Thteel 8.19 8.45 10.46 
Engineering 8.91 9.15 .00 7.39 5.09 9.14 10.22 


Administration .00 -00 12.90 8.37 .00 .00 6.82 


Arts 5.81 7.30 7.73 9.96 8.84 7.10 


Lecture Hall 42.74 8.30 .00 9.15 5.29 -00 -00 


Library 5.42 6.59 8.58 8.63 8.97 .00 8.80 


Law .00 .00 .00 .00 8.67 
Education .00 5.33 -00 .00 -00 9.45 
Physical Education 7.69 11.49 12.11 8.42 .00 9.58 10.70 


Student Union .00 .00 10.18 .00 6.04 .00 8.81 


Food Services .00 .00 9.66 4.91 .00 -00 


Health Services -00 .00 .00 11.04 -00 .00 


Central Services & Maintenance 5.05 .00 12.75 .00 .00 .00 2.00 


Staging 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 
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Federal Sales Tax Rebate 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


3.23 


3.45 


3.62 


-00 


3.01 


3.53 


2.36 


.00 


-00 


-00 


.00 


.00 


-00 


2.88 


-00 


1965 
3.42 
3.24 
3.48 

-00 
3.75 
3.58 
2.42 

-00 
4.01 
3.87 

.00 

.00 

-00 
3.21 


.00 


1966 


3.29 


3.20 


-00 


3.50 


3.20 


-00 


3.54 


.00 


.00 


3.56 


3.49 


3.44 


.00 


3.12 


-00 


1967 
2.94 
2.96 
3.07 
3.50 
3.45 
2.36 
2.80 
2.91 

-00 
3.46 
-00 
3.25 
3.25 
-00 


2.05 


1968 
3.22 
3.38 
2.62 

.00 
3.44 
-00 
3.31 
3.34 
-00 
-00 
3.36 
.00 
-00 
-00 


2.60 


1969 


2.62 


2.35 


2.87 


-00 


2.16 


-00 


-00 


-00 


2.34 


3.68 


.89 


-00 


-00 


-00 


-00 


1970 
2.59 
2.53 
2.43 
2.35 
2.37 

-00 
2.92 
-00 
-00 
2.73 
2.48 
-00 
-00 
2.92 


-00 


1971 
2.49 
-00 
2.36 
2.63 
2.41 
-00 
2.52 
-00 
-00 
.00 
-00 
2.06 
.00 
2.58 


2.64 


73 


1964-71 
3.03 
3.19 
2.78 
3.02 
2.92 
2.87 
3.09 
3.02 
2.71 
3.37 
3.03 
3.08 
3.25 
3.04 


2.53 


New Buildings 


Construction Cost 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 
77.73 
73.95 
83.47 
86.97 
81.79 
85.18 
59.70 

.00 
-00 
85.36 
.00 
.00 
-00 
89.46 


-00 


1965 


78.82 


72.92 


80.40 


.00 


81.33 


85.98 


78.23 


-00 


87.60 


83.70 


91.40 


-00 


.00 


80.24 


.00 


1966 
79.61 
78.43 

-00 
85.27 
76.75 

-00 
17.22 

-00 

-00 
85.54 
84.97 
82.56 

-00 
84.53 


.00 


1967 


67.71 


71.80 


73.58 


84.10 


82.86 


80.17 


79.62 


2.91 


.00 


82.04 


.00 


78.04 


84.80 


77.26 


65.30 


1968 
79.00 
81.66 
76.97 

.00 
75.24 
T1197 
80.14 
80.06 

.00 

-00 
83.13 

.00 

. -00 
.00 


65.17 


1969 
78.76 
79.22 
79.92 

.00 
76.17 
.00 
-00 
-00 
75.94 
84.64 
88.43 
.00 
-00 
-00 


-00 


1970 


78.25 


79,10 


78.69 


75.90 


79.13 


.00 


67.43 


-00 


-00 


88.72 


80.35 


.00 


-00 


94.35 


.00 


1971 


81.04 


.00 


79.28 


85.12 


78.65 


-00 


81.49 


-00 


-00 


-00 


-00 


67.85 


-00 


83.33 


85.56 


74 


1964-71 
77.21 
74.76 
78.62 
84.16 
79.41 
79.40 
717.83 
18.36 
78.51 
85.33 
83.82 
77.50 
84.80 
84.34 


79.59 


New Buildings 
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Fees 


As A % of Total Project Cost 


Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


5.57 


6.56 


5.64 


5.34 


4.87 


5.30 


3.49 


.00 


.00 


4.95 


.00 


.00 


-00 


4.16 


.00 


1965 


5.22 


4.88 


5.28 


-00 


5.47 


5.37 


5.08 


-00 


5.64 


5.61 


-00 


.00 


.00 


4.81 


-00 


1966 
5.25 
5.20 

.00 
5.39 
4.72 

.00 
5.98 

-00 

-00 
5.35 
5.26 
5.16 

.00 
5.36 


-00 


1967 


5.00 


5.30 


4.60 


5.26 


5.18 


5.21 


5.42 


4.36 


-00 


5.04 


-00 


4.88 


4.88 


.00 


1.01 


1968 
6.82 
5.82 
5.03 

-00 
4.95 
4.47 
7.92 
5.60 

-00 

-00 
5.33 

.00 

-00 

.00 


2.63 


1969 
5.52 
5.57 
5.83 

.00 
5.34 
-00 
.00 
-00 
5.00 
6.20 
-00 
-00 
-00 
-00 


-00 


1970 
5.94 
6.30 
6.66 
4.93 
5.58 

-00 
5.16 
-00 
.00 
6.63 
6.27 
:00 
-00 
5.65 


.00 


1971 
7.06 
-00 
5.55 
5.96 
7.55 
-00 
8.12 
-00 
-00 
-00 
.00 
3.71 
-00 
5.83 


6.44 


1D 


1964-71 
5.84 
5.67 
5.60 
5.45 
5.49 
5.03 
7.05 
4.68 
5.14 
O29 
5.51 
4.74 
4.88 
5.28 


5.21 


New Buildings 


Miscellaneous Costs 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 
All Types 1.21 
Science 1.54 
Engineering 3.27 
Administration -60 
Arts SED 
Lecture Hall -26 
Library -00 
Law .00 
Education -00 
Physical Education -73 
Student Union -00 
Food Services -00 
Health Services .00 
Central Services & Maintenance 1.36 
Staging -00 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 


1965 
1.41 
1.90 

ota 
.00 
12 
2.69 
.00 
-00 
3.23 
1.20 
.00 
-00 
-00 
2.41 


-00 


1966 


1.91 


1.49 


-00 


13 


2.87 


-00 


1.30 


-00 


.00 


2.67 


2.63 


2.58 


.00 


2.87 


.00 


1967 


2.99 


2.56 


2.30 


2.63 


.90 


.00 


6.85 


2.18 


.00 


56 


.00 


2.44 


2.44 


-00 


6.81 


1968 


a LSC 


2.13 


TES 


.00 


2.10 


3.13 


1.60 


2.40 


-00 


.00 


2.53 


.00 


.00 


.00 


2.65 


1969 
2.48 
1.44 
2.01 

.00 
2.28 
.00 
.00 
-00 
3.31 
2.82 
-00 
-00 
-00 
-00 


-00 


1970 


2.07 


2.37 


2.36 


2.28 


2.33 


.00 


1.58 


-00 


.00 


1.59 


1.77 


.00 


-00 


.00 


-00 


1971 


2.21 


.00 


2.38 


2.55 


2.50 


.00 


-00 


-00 


.00 


-00 


-00 


1.84 


.00 


2.50 


1.69 


1964-71 


1.94 


1.88 


1.71 


abate 


1.66 


2.62 


2.03 


2.24 


3.29 


1.74 


2.40 


2.37 


2.44 


2.66 


2.54 


New Buildings 
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Fees and Contingency Costs 


As A % of Total Project Cost 


Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 
6.62 
7.75 
8.91 
5.94 
5.85 
5.39 
4.61 

-00 
-00 
5.67 
.00 
-00 
.00 
5.52 


.00 


1965 
6.46 
6.78 
5.99 

.00 
6.19 
8.06 
5.08 

.00 
8.87 
6.81 
5.65 

.00 

-00 
7.22 


.00 


1966 
7.11 
6.70 

.00 
5.52 
7.04 

-00 
7.29 

.00 

-00 
8.02 
7.88 
7.74 

-00 
8.23 


-00 


1967 
7.86 
8,21 
6.90 
7.88 
6.08 
5.21 

12,27 
6.54 
.00 
6.10 
-00 
7,32 
7.32 
6.49 


7.82 


1968 
8.59 
tatty! 
6.17 

-00 
7.05 
7.60 
9.52 
8.01 

-00 

-00 
7.86 

-00 

-00 

-00 


5.28 


1969 
8.01 
7.01 
7.83 

-00 
7.63 
.00 
-00 
-00 
8.31 
9.02 
-00 
.00 
-00 
-00 


.00 


1970 
7.97 
8.67 
9.02 
7.21 
7.91 

.00 
6.74 
-00 
-00 
8.22 
8.04 
-00 
-00 
5.65 


-00 


1971 
8.49 
-00 
7.93 
8.51 
9,21 
-00 
8.12 
-00 
.00 
.00 
.00 
5.55 
-00 
8.33 


8.13 


77 


1964-71 
7.63 
7.58 
7.32 
7.21 
7.03 
6.24 
8.70 
6.92 
8.43 
7.56 
7.76 
Lent 
7.32 
7.45 


7.75 


New Buildings 


Furniture Costs 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


aa a _______ 


1964 
6.90 
7.28 
7.62 
7.09 
4.23 
4.61 

39.70 
.00 
.00 

1.82 
.00 
.00 
-00 
.80 


.00 


1965 
6.90 
5.65 
4.74 

.00 
8.46 
.00 
11.42 
.00 
3.53 
3.23 
.00 
.00 
.00 
1.50 


-00 


1966 
7.22 
5.98 

-00 
9.21 
6.26 

-00 

14.71 

.00 

.00 

-00 
7.15 
9.70 

-00 
1.08 


-00 


1967 
5.87 
1.88 
2.72 
8.02 
7.07 
Soul 
6.09 
9.95 

-00 
9.49 
-00 
14.65 
5.26 
-00 


1.54 


1968 


7.06 


2.22 


2.98 


.00 


4.99 


6.98 


7.83 


11.93 


-00 


-00 


6.78 


.00 


.00 


.00 


15.47 


1969 
7.95 
5.09 

12.24 
.00 
9.99 
.00 
-00 
.00 
5.60 
1.60 
10.53 
-00 
-00 
-00 


-00 


1970 


6.60 


4.12 


3.72 


10.73 


8.61 


.00 


10.28 


-00 


-00 


2.28 


9.58 


.00 


.00 


.00 


-00 


78 

1971 1964-71 
6.85 6.89 
.00 5.29 
3.75 5.66 
6.37 7.87 
7.65 6.81 
.00 6.92 
9.29 9.72 
.00 10.46 
.00 5.14 
.00 3.44 
.00 7.65 
2.18 10.71 
.00 5.26 
4.83 1.37 
4.55 5.21 

New Buildings 
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Equipment Costs 79 
As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 1964-71 
All Types 9.00 8.69 Use 13.57 5.64 7.13 7.48 3.99 7.90 
Science 10.98 14.64 9.07 18.88 9.10 8.68 8.12 .00 12.35 
Engineering .00 8.88 .00 16.81 13.88 .00 8.58 9.04 11.31 
Administration .00 .00 -00 -00 .00 .00 6.16 .00 6.16 
Arts 8.12 4.01 9.95 3.99 12.71 6.21 4.35 4.50 6.75 
Lecture Hall 4.82 .00 .00 6.64 13.44 .00 .00 .00 8.45 
Library 5.24 5.27 -78 3.16 2.52 -00 15.54 1.10 3.79 
Law .00 .00 .00 13.71 .00 -00 .00 .00 13.71 
Education -00 .00 -00 -00 .00 10.16 .00 .00 10.16 
Physical Education 7.15 6.26 .00 4,42 .00 4,75 af) -00 3.99 
Student Union .00 .00 -00 .00 3.31 1.04 2.03 .00 2.67 
Food Services -00 .00 .00 -00 .00 .00 .00 24,43 24.43 
Health Services .00 .00 .00 2.63 -00 -00 .00 -00 2.63 
Central Services & Maintenance 4,22 11.04 8.44 -00 .00 .00 .00 3.50 7.76 
Staging .00 .00 -00 36.43 14.08 -00 -00 1.79 8.25 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


ee 


Equipment & Furniture Costs 


As A % of Total Project Cost 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


re EEE EERE 


1964 
15.65 
18.30 

7.62 
7.09 
12.35 
9.43 
35.70 
-00 
.00 
8.96 
.00 
.00 
.00 
5.02 


-00 


1965 
14.72 
20.29 
13.62 

.00 
12.47 
5.95 
16.69 
-00 
3.53 
9.49 
2.95 
.00 
-00 
12.54 


-00 


1966 
13.28 
14.87 

.00 
9.21 
16.21 
-00 
15.49 
-00 
-00 
6.44 
7.15 
9.70 
-00 
7.24 


-00 


1967 


17.40 


19.99 


19.53 


8.02 


11.06 


14.62 


8.10 


23.66 


-00 


13.91 


.00 


14.65 


7.88 


16.25 


28.83 


1968 


12.41 


10.56 


16.86 


.00 


ibgfsrfal 


20.43 


10.35 


11.93 


-00 


.00 


9.01 


-00 


-00 


.00 


29.55 


1969 


13.44 


13.77 


12.24 


-00 


16.20 


.00 


.00 


-00 


15.76 


6.34 


11.57 


.00 


.00 


.00 


.00 


1970 


14.08 


12.24 


12.30 


16.89 


12.96 


-00 


25.82 


.00 


.00 


3.06 


11.61 


-00 


.00 


-00 


-00 


LOT 


10.47 


.00 


12.79 


6.37 


12.14 


-00 


10.39 


.00 


.00 


.00 


.00 


26.60 


.00 


8.33 


6.31 


1964-71 
14.13 
17.66 
14,06 

8.63 
13.56 
14.35 
13.47 
20.65 
13.06 

7.27 

8.99 
15.38 

7.88 

9.10 


13.01 


New Buildings 
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424 


Mechanical & Electrical Costs 
As A % of Total Project Cost 


Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Admininstration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


24,41 


25.60 


39.35 


-00 


20.93 


49.53 


13.67 


.00 


.00 


26.36 


.00 


-00 


.00 


16.25 


.00 


1965 
27.63 
29.95 
30.55 

-00 
27.50 
18.17 
23.81 

-00 
21,23 
28.07 

-00 

.00 

-00 

.00 


-00 


1966 
31.44 
32.52 

.00 
27.41 
25.60 

.00 
27.75 

-00 

-00 
28.43 
26.19 
27.66 

-00 
47.13 


-00 


1967 
24.55 
24.61 
21.19 
28.95 
26.73 
22.55 
24,22 

.00 
.00 
29.32 
-00 
19.44 
28.88 
-00 


21.37 


1968 
22.90 
28.95 
21.43 

.00 
23.17 
20.81 
23.31 
24.36 

.00 

.00 
22.15 

.00 

-00 

-00 


20.37 


1969 
25.94 
24.20 
27.38 

.00 
22.53 
.00 
.00 
-00 
27.91 
28.38 
.00 
-00 
-00 
-00 


.00 


1970 
25.31 
31.03 
27.85 
27.96 
26.09 

-00 
19.18 
-00 
.00 
24,11 
25.03 
-00 
-00 
6.00 


-00 


1971 
29.34 
.00 
28.56 
29.28 
29,23 
.00 
29.95 
.00 
.00 
.00 
.00 
33.57 
-00 
32.53 


28.34 


81 


1964-71 
26.13 
28.23 
26.21 
28.63 
24.81 
26.77 
23.72 
24.36 
26.44 
27.17 
23.49 
24.71 
28.88 
38.30 


26.18 


New Buildings 


Contents of Data Base 


Number of Projects by Building Type and Years 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


1965 


1966 


1967 


1968 


1969 


1970 LOT 
9 12 
2 0 
1 al 
1 2 
1 4 
0) 0 
i pe 
0 1) 
0 0 
1 0 
1 0 
0 1 
0 0 
1 1 
0 2 


82 


1964-71 


22 


11 


New Buildings 


425 


426 


Total Project Costs 83 
by Building Type 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 

$ % $ % $ To $ J $ % $ % $ % $ % 
All Types 76925584 100 51124064 100 60487501 100 73049651 100 92406439 100 35593468 100 49223631 100 40392231 100 
Science 33365779 43 16723832 33 25941862 43 33206677 45 1102243 1 2341913 7 9856020 20 10) 0 
Engineering 911348 1 4591169 9 10) 10) 1473095 2 10736622 12 8168669 23 6993973 14 2404287 6 
Administration 2856767 4 0 0 1899096 3 3236079 4 0 10) 0 0 1622738 3 3600000 9 
Arts 29142299 38 16391145 32 10443049 17 2779258 4 7833603 8 10775582 30 11500000 23 15392548 38 
Lecture Hall 2829249 4 1595450 3 0 10) 6020995 8 4239640 5 0 0 10) 10) 0 1) 
Library 4197976 5 5693030 11 8319958 14 7260400 10 58069835 63 0) 10) 9727250 20 9114782 23 
Law 0 0 0 0 0 10) 7295173 10 2514432 3 0 0 0 0) 0 1) 
Education 0) 0 2282340 4 0 10) 10) 0 0 0) 8068952 23 1) 1) 0) 1) 
Physical Education 2899500 4 2457800 5 4113428 7 4519070 6 0 0 5326251 15 6366024 13 0 0 
Student Union 0 0 722548 1 2028622 3 0 10) 6617315 a 912101 3 2157000 4 0 0 
Food Services 0 0 0 0 1957990 3 3097276 4 0 0) 0 0 0 0) 1195000 3 
Health Services 0 1) 10) 10) 1) 10) 399533 ul 10) 10) 0 0 1) 0 0 0 
Central Services & Maintenance 722666 1 666750 ul 5783496 10 1640795 2 0 0 i) 10) 1000626 2 485160 il 
Staging 0 0 0 0 0 0 2121300 3 1292749 1 0) 0 0 10) 8200454 20 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


Total GSF Areas 
By Building Type 
Ontario University System 


BUILDING TYPE 


All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


1964 
GSF 


2281910 


988189 


25077 


105617 


810327 


67807 


134565 


(0) 


(0) 


125846 


24482 


Architectural Services Branch 


Date: 02 Oct. 71 


EEE EEEnEIIa Ia ERIaNR Ean 


100 


1965 
GSF 


1604048 


458222 


134417 


(0) 


554986 


41349 


200540 


22750 


1966 

% GSF 
100 1777370 
29 756055 
8 0 
0 61420 
35 298286 
3 10) 
13 267697 
0 0) 
5 0) 
6 144395 
1 61772 
0 62030 
0 0 
1 125715 
0 0) 


1967 
% GSF 


100 1813669 


43 713539 


10) 47682 
3 93300 
ill 75591 
0 133609 


15 217668 


0 194872 
0 10) 
8 143088 
3 0) 
3 88881 
0 10438 
7 25800 
0 69201 


% 
100 


39 


12 


11 


1968 
GSF 


2459690 


28170 


263244 


0 


207676 


112582 


1538318 


85140 


0 


0 


159390 


0 


65170 


% 


1969 
GSF 


1079513 


62205 


258876 


0 


303581 


10) 


0 


0 


189584 


243820 


21447 


0) 


0 


%o 


24 


28 


18 


23 


1970 
GSF 


1354544 


238589 


170907 


49868 


363353 


0) 


269572 


0 


0 


181000 


53755 


27500 


1971 
% GSF % 


100 1261674 100 


18 0 0 


13 68057 5 


4 127605 10 


27 460206 36 


0 0 0 


20 297000 24 


0 0 0 
0 0 0 
13 0 0 
4 0) 0 
0 43550 3 
0 0) 0 
2 19370 2 


0 245886 19 


New Buildings 
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Total NASF Areas 85 
by Building Type 
Ontario University System 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1971 

NASF % NASF % NASF % NASF % NASF % NASF % NASF % NASF % 
All Types 1221192 100 899640 100 1057573 100 1112629 100 1510063 100 637911 100 813649 100 781394 100 
Science 499214 41 257834 29 433664 41 412961 37 16500 il 37581 6 141432 17 v) 0 
Engineering 16601 il 80023 9 0 0 27017 2 125872 8 149400 23 100908 12 39830 5 
Administration 65952 5 0 iv) 37778 4 64930 6 0) 0 10) (0) 31412 4 90341 12 
Arts 426970 35 288227 32 148492 14 39825 4 111464 7 179656 28 188485 23 284555 36 
Lecture Hall 34186 3 21196 2 0) 10) 65789 6 48247 3 0 0 0) 10) 0 0 
Library 90026 uf 114214 13 155211 15 149179 13 1015945 67 10) 0 174342 21 180000 23 
Law 0 (0) 0) 0 0) O 115602 10 54176 4 0 10) 10) 0 0 0 
Education 10) i) 45200 5 0 0 0 0 10) 0 107997 7, 0) 10) 0 10) 
Physical Education 73415 6 63420 7 108788 10 99588 9 i) 0 147042 23 120000 15 10) 1) 
Student Union (0) ce) 11879 1 31869 3 0 0 91716 6 16235 3 36750 5 0 0 
Food Services (0) (0) 0 0 42222 4 62241 6 0 0 0 0 0 0 23535 3 
Health Services 0 (0) 10) 0 10) 10) 5988 il 10) 0 10) 10) 0 10) 10) 0 
Central Services & Maintenance 14828 1 17647 2 99549 9 21050 2) 0 0 0 0 20320 2 14550 2 
Staging 0 0 0 0 0 0 48459 4 46143 3 0 10) 0 0) 148583 19 


Dept. of University Affairs 
Architectural Services Branch 
Date: 02 Oct. 71 New Buildings 


eee 


Net 
Gross Ratios 
Ontario University System 


BUILDING TYPE 
All Types 

Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 


Staging 


Dept. of University Affairs 


Architectural Services Branch 


Date: 02 Oct. 71 


1964 


5352 
5052 
-6620 
.6244 
5269 
5042 
-6690 
.0000 
.0000 
5834 
.0000 
-0000 
-0000 
-6057 


.0000 


1965 


5609 
5627 
5953 
.0000 
5193 
5126 
5695 
.0000 
5963 
-6549 
.6206 
.0000 
.0000 
-7757 


.0000 


1966 


5950 
5736 
.0000 
6151 
A978 
.0000 
5798 
.0000 
.0000 
-7534 
5159 
-6807 
.0000 
.7919 


.0000 


1967 


6135 
5788 
-5666 
.6959 
5268 
A924 
.6854 
5932 
.0000 
.6960 
.0000 
.7003 
-5737 
8159 


.7003 


1968 


6139 
5857 
A782 
.0000 
5367 
4285 
-6604 
-6363 
.0000 
.0000 
5754 
.0000 
.0000 
.0000 


-7080 


1969 


5909 
.6041 
5771 
.0000 
5918 
.0000 
.0000 
.0000 
5697 
-6031 
-7570 
-0000 
.0000 
.0000 


.0000 


1970 


-6007 
-5928 
5904 
-6299 
5187 
.0000 
6467 
.0000 
.0000 
-6630 
-6837 
.0000 
.0000 
.7389 


.0000 


Lo 7 


6193 
.0000 
5852 
-7080 
-6183 
.0000 
.6061 
.0000 
.0000 
.0000 
.0000 
5404 
.0000 
.7512 


-6043 


1964-67 
.5739 
5500 
5968 
.6479 
-5195 
A991 
-6199 
5932 
5963 
.6767 
0407 
.6922 
5737 
.7702 


.7003 


86 

1968-71 1964-71 
.6081 5893 
5943 5545 
5466 5573 
.6860 6633 
5725 5425 
4285 A768 
.6510 6423 
6363 .6063 
5697 5773 
6286 .6548 
.6168 5973 
5404 6582 
.0000 5737 
.7440 1652 
.6260 6395 
New Buildings 
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Data Base Contents 
University Buildings 
02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: ADMINISTRATION 


YEAR CAPITAL PROJECT NUMBER 


1971 


1970 


1969 


1968 


1967 


1966 


1965 


1964 


WAO067 
WA670 


YOO5S9 


BUILDING NAME 


Administration Building 


UACP LEVEL 


(ia) 


Student Services Building 7-18 


Atkinson College - Phase 2 7-18 


Administration Bldg—67 


Windsor Hall South Wing 


65Arts Admin. 


Windsor Hall Tower 
N. Wing 


New Buildings 
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Data Base Contents 
University Buildings 
02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: SCIENCE 


YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL 
1971 = 
1970 MC046 Life Sciences fail 
W1040 Mathematics Building 7-18 
1969 OT034 New Child Study 
Centre 1967 7—2 
1968 ERO04 Laboratory - Grounds 
Building 7-148 
GU025 Swine Clinic - 67 i—2 
GU026 Animal Holding Unit i—2 
1967 CA019 Controlled Environment—66 
Biology ‘ye 
GU007 Physical Sciences Phase 1 al 
LHO11 Science & Tech. Bldg. 7-18 
MCO021 Nuclear Sci. Bldg. 1—65 7-148 
MC033 Applied Dynamics 
Laboratory 1 1966 1-2 
QU027 Animal Vivarium 7-18 
TRO11 Chemistry Bldg. & Mech. 
Services East 7-28 
1966 GU004 Crop Science—Herbicide 65 1-2 
New Buildings 


88 
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Data Base Contents 
University Buildings 
02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: SCIENCE 


YEAR 


1965 


1964 


CAPITAL PROJECT NUMBER 
GU005 


MC026 
WAO017 
WEO019 
YOO26 


CA008 
MCO012 


YOO22 


OTOO1 
TOO17 
T0033 
WEO005 
WI1002 

YOO15 


BUILDING NAME 


Animal Sci—Nutrition 
GU20 

Biology Greenhouse 

Math. & Computer Bldg 65 
Labatt Greenhouse 1966 
Petrie Science Bldg. 1966 


Physics Building 1965 
Senior Sciences 
Complex—65 
Behavioural Sciences—65 


Math. & Physics Bldg. 
Linear Accelerator 

Linear Accelerator 
Natural Sciences Bldg. 65 
Biology 65 

Farquharson Life Sciences 
Bldg. 1965 


UACP LEVEL 


(e 


BUILDING TYPE: ENGINEERING 


YEAR 


1971 


1970 


1969 


1968 


1967 


1966 


1965 


1964 


CAPITAL PROJECT NUMBER 


CA058 


WA035 


OT014 


ER008 


CA029 


BUILDING NAME 


School of Architecture 


1969 I—1 

Engineering IV Phase 1 

1971 71 

Engineering Bldg. 1966 7—2 

Research and Laboratory 

Block - 68 7-18 

Engineering 3—1967 

C.J. MacKenzie Bldg. a 

Engineering 2—1965 

C.J. MacKenzie Bldg. I—2 

Chemical Engineering 1965 I—2 

Metallurgy Building 7-26 
New Buildings 
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UACP LEVEL 
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Data Base Contents 90 
University Buildings 
02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: ARTS BUILDING TYPE: LECTURE HALL 
YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL 
1971 LH032 Academic Building 7-18 1971 — 
SC007 Scarborough College 
Phase 2A Stage 1 7-18 1970 — 
WAO66 Psychology Building 7-158 
YOO63 College ‘F’ 7-18 1969 — 
1970 WE034 Social Sciences Centre 7-1 1968 YOO42 Lecture Hall Unit No, 2 7-1 
1969 CA049 Arts 1—69 a1 
MCO035 Humanities & Social 
Sciences 3 1967 (Al 
1968 MCO17 Psychology Bldg—65 a! 
WA028 Arts 3—Humanities Bldg—67 7—1 
1967 YOO33 College D Academic 7—2 8 
1966 CA013 Social Science Bldg—Arts 
2 (LOEB) 1965 7—2 
ERO02 Erindale College 728 
1965 GU002 Arts 1 65 2 
MCO013 Humanities & Social 
Sciences 2 1966 Yi) 
QU005 Humanities 1965 (—2 
YOO23 Vanier College Academic 66 7—28 
YOO24 Atkinson College 
Phase 1—65 7-26 
1964 MCO005 Humanities & Social 
Sciences 1 1965 =P} 
SC002 Scarborough College 7—2 8 
WA004 Arts Building 11 1965 7-148 
WE007 Talbot College 65 i—2 
YOO13 Founders College 1—2 


New Buildings 
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Data Base Contents 91 
University Buildings 


02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: LECTURE HALL BUILDING TYPE: LIBRARY 
YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL 
1967 BROO5 Theatre Lecture Hall 1971 ERO13 Library & Lecture 
Thistle Proj. 7—2 Theatre Block 7-18 
1966 == 1970 OT013 Central Library 1967 vial 
1965 WAO008 Engineering Lecture Hall 1969 = 
1965 ill 
1968 TOO26 Humanities and Social 
1964 YOO16 Burton Auditorium 7—2 8 Science Library 7-18 
YOO21 Stedman Lecture Hall WE020 New Main Library 66 i 
No. 1 1966 I—2 YOO36 Central Library Phase 1—67 7-1 
1967 LAO006 Library Tower Building 1966 7-18 
TRO12 Library & University 
Court 1966 i—2 
1966 GU006 New Library—66 2 
1965 BROO1 Library—65 Brock Tower i—2 
1964 LHO002 Library 1965 7-18 
YOO11 Science Library—65 
Steacie UY 
BUILDING TYPE: LAW 
1971 — 
1970 — 
New Buildings 


a 
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Data Base Contents 
University Buildings 
02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: LAW 

YEAR CAPITAL PROJECT NUMBER BUILDING NAME 
1969 _ 

1968 W1024 Law School—67 
1967 YOO32 Law School 

1966 = 

1965 = 


1964 = 


UACP LEVEL 


7-18 


7-18 


92 
BUILDING TYPE: EDUCATION 
YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL 
1971 — 
1970 = 
1969 QU631 McArthur College 
Academic Bldg—1 1968 i—t 
QU632 McArthur College 
Academic Bldg—2 1968 (=i 
1968 = 
1967 = 
1966 = 
1965 WE012 Alumni Hall 65 t=? 
1964 = 
BUILDING TYPE: PHYSICAL EDUCATION 
1971 = 
1970 : OT004 Physical Education Building 7—1 


New Buildings 
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Data Base Contents 93 
University Buildings 
02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: PHYSICAL EDUCATION BUILDING TYPE: STUDENT UNION 


YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL 


1969 QU048 Physical Education 1971 - 
Complex 1967 


1970 WE038 University Community 


1968 


Centre 1970 —1 
1967 LHO013 Athletic Bldg. 66 7-148 1969 QU090 Social Centre, 
WI1019 School of Physical West Campus Res, 1—70 7-18 
Educ—67 I—2 
YOO37 Ice Facilities 7—2 6 1968 CAO031 University Union—67 7-1 
WI1027 Student Centre 68 thal 
1966 WAO014 Athletics & Physical Educ. Ul 
1967 = 
1965 YOO28 Phys, Ed. & Recreation 
Centre 7—2 1966 WAO009 Campus Centre Building—65 7—1 
1964 MCO11 Physical Education School 1—2 1965 QU024 International Centre 


1964 


New Buildings 
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Data Base Contents 
University Buildings 
02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: FOOD SERVICES BUILDING TYPE: HEALTH SERVICES 


YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL 


1971 WEO039 Central Food Services 1971 = 
Commissary 7-18 


1970 = 
1970 = 
1969 = 


1969 — 


1968 = 


1968 = 


1967 WA026 Health Services Building ffl 
1967 CA017 University Food Services {ial 


1966 = 


1966 WAO10 Food Services Bldg. 65 T—1 
1965 — 


1965 aa 
1964 — 


1964 


New Buildings 
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University Buildings 


02—Oct—71 


Projects at latest UACP level 


BUILDING TYPE: CENTRAL SERVICES & MAINTENANCE BUILDING TYPE: STAGING 
YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL YEAR CAPITAL PROJECT NUMBER BUILDING NAME UACP LEVEL 
1971 LA027 Maintenance Building 1969 7—1@ 1971 BRO026 Academic Staging 
Building 1970 7—1| |= 
1970 OT056 Maintenance Services Bldg, 7-1 LH039 Temporary Accommodation 7—1 @ 
1969 — 1970 _— 
1968 _ 1969 - 
1967 LHO014 Powerhouse 67 7-18 1968 QU062 Interim Administration 68 7-1 
WE027 Staging Complex 
1966 MC023 Campus Services Building 7—2 Phase 1—68 1! 
WAO11 Central Services 7-18 
WA012 Maintenance Stores & 1967 TRO18 Staging Building i—2 
Commissary 1965 7-1 YOO46 Temporary Office Building 7-198 
1965 YOO20 Physical Plant Workshops 1966 = 
Phase 1—65 7-18 
1965 = 
1964 CA005 Maintenance Building 1965 1—2 
1964 _ 
New Buildings 
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This study was prepared by the Architectural Services Branch 
yf the Department of University Affairs at the request of 

dr. D.T. Wright, former Chairman of the Committee on 
Jniversity Affairs, in order to determine the adequacy of 

he present Capital Formula dollar allowance per net 
assignable square foot and to develop a viable basis for 

any new dollar standard. The report is interim in nature and 
the extent of its incompleteness is briefly outlined in 

section twelve. 


The essence of the study is contained on the first three pages 
and the results of the study in terms of the dollars per net 
assignable square foot standard are illustrated on Tables 3A 
to 6B. The remainder of the study contains a description of 
the data base together with the analyses carried out to arrive 
at the figures contained in the above tables. 


It must be stated that any isolated examination of the ade- 
quacy of the dollar standard per net assignable square foot is 
of limited usefulness since two inter-related variables—cost 
and space—are employed in calculating the capital require- 
ments of the university system. As is indicated in the Pro- 
gramming Section of the study on page 21, dramatic 
changes in capital needs are effected by an examination of 
the space requirements of a given academic program without 
even considering the cost per net assignable square foot. 


Nevertheless, with the exception of section eleven, and 
section ten on Design Effectiveness, this study is restricted to 
an examination of cost data per unit of space. It should be 
noted that extensive averaging of data was necessary in order 
to furnish the generalized macro type information required 
for use in establishing the cost parameter of the Capital 
Formula. 


Finally, it is abundantly clear that all aspects of the building 
process must be re-examined in line with the need for more 
rigorous cost control. Compartmentalization of the various 
parts of the building industry has impeded economy in the 
use of resources. Furthermore, one must question whether 
marked economies are possible in the building industry if 
buildings remain handcrafted affairs. Increases in the pro- 
ductivity of the building industry will undoubtedly remain 
marginal compared with the rest of the economy if 
traditional practices continue. 


Objectives—to indicate the adequacy of the present dollar 
allowance per net assignable square foot and to develop a 
viable basis for any new dollar standard. 


CONSTRUCTION + FEES & 


Basic Analytic Framework 


+ FURNITURE 


COSTS CONTINGENCY & EQUIPMENT 
COSTS COST 
($/GSF Year 1) ($/GSF) ($/GSF) 
Furniture & 
Equipment 
Construction Fees & Contingency (15% of 
Cost $/GSF (10% of Construction Construction 
(Year 1) Cost) $/GSF Cost) $/GSF 
MME) Dod 3.78 
26.03 2.60 3.90 
26.45 2.64 3.97 
229 DS 4.09 
28.13 2.81 4.22 


Architectural Services Branch 
17 December, 1970. 


COST 
ESCALATION 


($/GSF) 


Construction 
Cost 
Escalation 
(@ 6%/Y ear) 
$/GSF 


1.51 
1.56 
ilesy) 
1.64 
1.69 


+ CONSTRUCTION = 


Total Project Costs/Net Assignable Square Foot—Ontario University System 


BUILDING TYPE 
ALL TYPES 


Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & Maintenance 
Staging 


Architectural Services Branch 
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1964 
51.93 
54.24 
16.49 
47.92 


111.87 
44.22 


41.63 


44.67 


1965 


56.86 


65.46 
SieoT 


55.05 
TS 2H 
49.85 


50.49 
38.75 


1966 


$4.11 


56.78 


50.27 
78.48 


53.60 
37.81 
63.66 


46.37 


32.16 


TOTAL xGROSSSQ. = TOTAL 
PROJECT FEET PROJECT 
COST NET COST 
ASSIGNABLE 
SQ. FEET 
($/GSF ($NASF 
Year 2) Year 2) 
Total Project 
Total Project Cost Allowance 
Cost $/GSF Net/Gross $/NASF 
(Year 2) Ratios % (Year 2) 
33.00 60 55 
34.10 62 
34.65 63 
38.75 65 
36.85 67 
1967 1968 1969 1970 
63.35 56.56* 56.15 Ska 
(PAE! 67.90 62.00 74.25 
$4.52 54.68 67.74 
49.84 39.97 
61.38 70.28 69.50 60.71* 
91.52 85.09 
46.99 48.22 Sys la(S) 
57.26 
74.89 Sigiesh 
57.12 32.54 49.11 
(PzANS 54.40 
49.76 
67.86 
40.08* 
68.84 24.26 
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Analytic Framework 

The desire to 

(1) develop a statistical basis for the macro allocation stan- 
dard in terms of dollars per net assignable square foot, 

(2) link micro type planning criteria to this macro allocation 
criterion, 

(3) isolate the four major components of total project costs* 
(i.e. construction cost, fees and contingency costs, equip- 
ment and furniture costs and construction cost escalation 
and, 

(4) employ comparative cost data available in terms of con- 
struction cost per gross square foot only, 

lead to the use of the analytic framework indicated in CS—1. 
One possible disaggregation of the present dollar standard 
per net assignable square foot is noted for illustrative purposes. 
Simply stated construction costs per gross square foot plus a 
percentage of construction costs per gross square foot for 
(1) fees and contingency 

(2) for equipment and furniture and 

(3) for construction cost escalation, 

is equal to the total project cost per gross square foot. The 
total project cost per net assignable square foot is deter- 
mined by multiplying the total project cost per gross square 
foot by applicable gross square foot to net assignable square 
foot ratios. 


Conclusions 

Based on the data selected by the methods outlined in section 
four of this study, the results of the analytical work in sec- 
tions five to eight indicate that the following range of allow- 
ances for each of the major components of total project cost 
are reasonable. 


Allowances 

$26.00 — $27.00/GSF 

Fees & Contingency 10% of Construction Cost 
Furniture & Equipment 15 — 17% of Construction Cost 
Escalation Per Year 6— 8% of Construction Cost 
Net to Gross Ratios 60 — 67% 

Tables CS — 3A, 4A, 5A and 6A, illustrate the derivation of 

a number of dollars per net assignable square foot figures for 
1971/72 employing various combinations of the above allow- 
ances. Similarly, Tables 3B, 4B, 5B and 6B, illustrate the 
derivation of allowances for 1972/73. The combinations illus- 
trated range from a low of $50.84 per net assignable square 
foot to a high of $60.75 per net assignable square foot in 
1971/72 and a low of $53.16 per net assignable square foot 


Cost Components 
Construction Cost 


Revised—December 28th, 1970. 


CS — 3A 


Derivation of $/Net Assignable Square Foot Allowance 
(1971 — 1972) 


$/GROSS SQUARE FOOT TOTAL PROJECT COST 
CALCULATION 


Cost Component $/GSF 
Construction Cost = $26.00 
Fees & Contingency @ 10% 
Furniture & Equipment @15% 
Escalation (1 year) @ 6% 

31% of $26.00 =$ 8.06 
Total Project Cost = $34.06/GSF 


$/Net Assignable Square Foot Total Project Cost Calculation 


Alternative Net Assignable 
Square Foot/Gross 
Square Foot Ratios 


Resultant $/Net Assignable 
Square Foot Allowances* 


60% $56.77 
62% 54.94 
63% 54.06 
65% 52.40 
67% 50.84 


*The total project costs in terms of $/Net Assignable Square 
Feet and $/Gross Square Feet are inversely related to the Net 
Assignable Square Foot/Gross Square Foot Ratio. 


Architectural Services Branch 
15th December, 1970. 


CS — 3B 


Derivation of $/Net Assignable Square Foot Allowance 
(1972 — 1973) 


$/GROSS SQUARE FOOT TOTAL PROJECT COST 
CALCULATION 
Cost Component 
Construction Cost = $26.00 


Fees & Contingency @ 10% | 
Furntiure & Equipment @15% 
Escalation (2 years) @ 12% 

37% of $26.00 =$ 9.62 
Total Project Cost = $35.62/GSF 


$/Net Assignable Square Foot Total Project Cost Calculation 


Alternative Net Assignable 
Square Foot/Gross 
Square Foot Ratios 


Resultant $/Net Assignable | 
Square Foot Allowances* 


60% $59.37 
62% 57.45 
63% 56.54 
65% 54.80 
67% 53.16 


*The total project costs in terms of $/Net Assignable Square 
Feet and $/Gross Square Feet are inversely related to the Net 
Assignable Square Foot/Gross Square Foot Ratio. 


Architectural Services Branch 
15th December, 1970. 


*refer to Appendix 1 for a detailed list of the project cost 
elements 
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CS —4A 


Derivation of $/Net Assignable Square Foot Allowance 
(1971 — 1972) 


$/GROSS SQUARE FOOT TOTAL PROJECT COST 
CALCULATION 


Cost Component $/GSF 
Construction Cost = $26.00 
Fees & Contingency @ 10% 
Furniture & Equipment @ 16% 
Escalation (1 year) @ 6% 

32% of $26.00 =$ 8.32 
Total Project Cost = $34.32/GSF 


$/Net Assignable Square Foot Total Project Cost Calculation 


Alternative Net Assignable 
Square Foot/Gross 
Square Foot Ratios 


Resultant $/Net Assignable 
Square Foot Allowances* 


60% $57.20 
62% Soe) 
63% 54.48 
65% 52.80 
67% Sie 


*The total project costs in terms of $/Net Assignable Square 
Feet and $/Gross Square Feet are inversely related to the Net 
Assignable Square Foot/Gross Square Foot Ratio. 


Architectural Services Branch 
15th December, 1970. 


CS — 4B 


Derivation of $/Net Assignable Square Foot Allowance 
(1972 — 1973) 


$/GROSS SQUARE FOOT TOTAL PROJECT COST 
CALCULATION 


CS—5A 


Derivation of $/Net Assignable Square Foot Allowance 
(1971 — 1972) 


$/GROSS SQUARE FOOT TOTAL PROJECT COST 
CALCULATION 


Cost Component $/GSF 
Construction Cost = $26.00 
Fees & Contingency @ 10% 
Furniture & Equipment @ 16% 
Escalation (2 years) @ 12% 

38% of $26.00 =$ 9.88 
Total Project Cost = $35.88/GSF 


Cost Component $/GSF 
Construction Cost = $27.00 
Fees & Contingency @ 10% 
Furniture & Equipment @17% 
Escalation (1 year) @ 6% 

33% of $27.00 =$ 8.91 
Total Project Cost = $35.91/GSF 


$/Net Assignable Square Foot Total Project Cost Calculation 


Alternative Net Assignable 
Square Foot/Gross 
Square Foot Ratios 


Resultant $/Net Assignable 
Square Foot Allowances* 


$/Net Assignable Square Foot Total Project Cost Calculation 


Alternative Net Assignable 
Square Foot/Gross 
Square Foot Ratios 


Resultant $/Net Assignable 
Square Foot Allowances* 


60% $59.80 
62% S687, 
63% 56.95 
65% 5520 
67% SS:05 


60% $59.85 
62% 57.92 
63% 57.00 
65% 55e23 
67% 53.60 


*The total project costs in terms of $/Net Assignable Square 
Feet and $/Gross Square Feet are inversely related to the Net 
Assignable Square Foot/Gross Square Foot Ratio. 


Architectural Services Branch 
15th December, 1970. 


*The total project costs in terms of $/Net Assignable Square 
Feet and $/Gross Square Feet are inversely related to the Net 
Assignable Square Foot/Gross Square Foot Ratio. 


Architectural Services Branch 
15th December, 1970. 


CS—S5B 


Derivation of $/Net Assignable Square Foot Allowance 
(1972 — 1973) 


$/GROSS SQUARE FOOT TOTAL PROJECT COST 
CALCULATION 


Cost Component $/GSF 
Construction Cost = $27.00 
Fees & Contingency @ 10% 
Furniture & Equipment @17% 
Escalation (2 years) @ 12% 

39% of $27.00 =$10.53 
Total Project Cost = $37.53/GSF 


$/Net Assignable Square Foot Total Project Cost Calculation 


Alternative Net Assignable 
Square Foot/Gross 
Square Foot Ratios 


Resultant $/Net Assignable 
Square Foot Allowances* 


60% $62.55 
62% 60.53 
63% 3957 
65% 57.74 
67% 56.01 


*The total project costs in terms of $/Net Assignable Square 
Feet and $/Gross Square Feet are inversely related to the Net 
Assignable Square Foot/Gross Square Foot Ratio. 


Architectural Services Branch 
15th December, 1970. 


CS — 6A 


Derivation of $/Net Assignable Square Foot Allowance 
(1971 — 1972) 


$/GROSS SQUARE FOOT TOTAL PROJECT COST 
CALCULATION 


Cost Component $/GSF 
Construction Cost = $27.00 
Fees & Contingency @ 10% 
Furniture & Equipment @17% 
Escalation (1 year) @ 8% 

35% of $27.00 =$ 9.45 
Total Project Cost = $36.45/GSF 


$/Net Assignable Square Foot Total Project Cost Calculation 


Alternative Net Assignable 
Square Foot/Gross 
Square Foot Ratios 


Resultant $/Net Assignable 
Square Foot Allowances* 


60% $60.75 
62% 58.79 
63% 57.86 
65% 56.08 
67% 54.40 


*The total project costs in terms of $/Net Assignable Square 
Feet and $/Gross Square Feet are inversely related to the Net 
Assignable Square Foot/Gross Square Foot Ratio. 


Architectural Services Branch 
15th December, 1970. 
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CS — 6B 


Derivation of $/Net Assignable Square Foot Allowance 
(1972 — 1973) 


$/GROSS SQUARE FOOT TOTAL PROJECT COST 
CALCULATION 


Cost Component $/GSF 
Construction Cost = $27.00 
Fees & Contingency @ 10% 
Furniture & Equipment @17% 
Escalation (2 years) @ 16% 

43% of $27.00 =$11.61 
Total Project Cost = $38.61/GSF 


$/Net Assignable Square Foot Total Project Cost Calculation 


Alternative Net Assignable 
Square Foot/Gross 


Square Foot Ratios Square Foot Allowances* 


60% $64.35 
62% 62.27 
63% 61.29 
65% 59.40 
67% 57.63 


*The total project costs in terms of $/Net Assignable Square 
Feet and $/Gross Square Feet are inversely related to the Net 
Assignable Square Foot/Gross Square Foot Ratio. 


Architectural Services Branch 
15th December, 1970. 


Resultant $/Net Assignable | 
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fo a high of $64.35 per net assignable square foot in 
1972/73. CS — 2 is included for comparative purposes to 
indicate total project costs per net assignable square foot in 
the university system between 1964-1970. 


The Data Base 

Ontario university cost data was selected primarily from 
Department of University Affairs records of university pro- 
jects constructed in the 1964 to 1970 period, supplemented 
by a number of 1970 projects in various stages of approavl. 
The following types of projects were eliminated in order to 
establish a valid data base:— 

(1) — all non-formula projects; 

(2) — all renovations and additions having cost characteristics 
dissimilar to typical new buildings; 

(3) — all residences; 

(4) — projects of a unique type and of extraordinary cost; 
(5) — projects for which detailed cost and space data was not 
available. 

Clearly, any bias in the study related to the university project 
data base employed, is primarily the result of the selection 
process noted above. CS — 7 isa tabulation of the contents 
of the data base in terms of the number of projects by build- 
ing type and year. Appendix 2 isa listing of these projects 
by capital project number and name. Necessarily, a print out 
of detailed cost data on the selected and total range of pro- 
jects funded by the Government between 1964 and 1970, is 
available on request from the Department of University 
Affairs. 


Probably the most contentious procedure followed was the 
elimination of projects in categories two and four. Projects in 
category two, additions and renovations, were eliminated 
since the project cost characteristics in almost all cases are 
unique and bear little relationship to the cost of new 
facilities. 


Projects of a unique type and of extraordinary cost were 
similarly eliminated due to the disproportionate influence 
their data would have on the analytical results. Like addition 
and renovation projects, the cost characteristics of buildings 
in this category cannot be generalized. 


Summary cost data, illustrating each of the above types of 
projects, are indicated in Tables CS = 8 and CS — 9. 


Comparisons between university and non-university costs 
were made on the basis of cost per gross square foo. since, 
with the exception of the community colleges, all cost data 
from these non-university sources were available on a gross 
square foot basis only and no uniform net assignable square 


CS -—7 Contents of Data Base — Number of Projects by Building Type and Year 
BUILDING TYPE 1964 1965 1966 1967 1968 
ALL TYPES iVp2 12 11 14 11 
Science 3 3 3 4 2 
Engineering Z 1 
Administration 1 1 1 

Arts B 3 1 2, 2 
Lecture Hall 1 1 1 1 
Library 1 1 J 1 2 
Law 

Education 1 

Physical Education 2 1 1 1 

Student Union 1 2 
Food Services 1 1 

Health Services 1 

Central Services & 

Maintenance 1 2 

Staging 1 » 


Architectural Services Branch 
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1964-70 


85 
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CS — 8 


Renovation 


Mc 45 — Renovation to Physical 
Sciences Building 


Total Project Cost = $137,300 
N.A.S.F. = 9,000 
$/N.A.S.F. = NS bye: 
Construction Cost = $126,000 
G:S:F: = N/A 
Const. $/G.S.F. = N/A 
Furn. & Equip. as % of Construction 
Cost = 0 
Mech. & Elect. as % of Construction 
Cost = 20.3% 


WA 71 — Alterations to Modern 
Languages Building 


Total Project Cost = S602 
N.A.S.F. = 6,296 
$/N.A.S.F. = $ 9.56 
Construction Cost = $12,690 
G.S.F. = N/A 
Const. $/G.S.F. = N/A 
Furn. & Equip. as % of Construction 
Cost = 364.5% 
Mech. & Elect. as % of Construction 
Cost = N/A 


Architectural Services Branch 
17th December, 1970. 


Examples of Projects Deleted from Data Base 


Addition 
WE 6 — Music Building Addition 


Total Project Cost =9$97,928 
N.A.S.F. = 3,556 
$/N.A.S.F. $ 27.54 
Construction Cost = $82,343 
GeSthe = 5,490 
Const. $/G.S.F. = 8 IS 00) 
Furn. & Equip. as % of Construction 
Cost = 1% 
Mech. & Elect. as % of Construction 
Cost = GIG 


Mc 42 — Mills Memorial Library 
Addition 


Total Project Cost = $1,699,040 
N.A.S.F. = 30,400 
$/N.A.S.F. = $ 55.89 
Construction Cost = $1,263,445 
G.S.F. = 44,454 
Const. $/G.S.F. = §5 28.42 
Furn. & Equip. as % of Construction 
Cost ~ 28.5% 
Mech. & Elect. as % of Construction 
Cost = 26.0% 


CS -—9 
Examples of Projects Deleted from Data Base 


Projects of a Unique Type and Extraordinary Cost 
WE 21 — Observatory 


Total Project Cost = $ 886,612 
N.A.S.F. = 4,943 
$/N.A.S.F. = $ 179.37 
Construction Cost = $ 304,129 
G.S.F. = 7,640 
Const’ $/G.S.F. = $ 39.80 
Furn. & Equip. as % of Conetare 

Cost = 182% 
Mech. & Elect. as % of Construction 

Cost = 15.8% 


Mc 21 — Nuclear Science pune 


Total Project Cost = $3,550,450 
N.A.S.F. = 16,366 
$/N.A.S.F. = $ 216.94 
Construction Cost = $ 917,000 
G.S.F. = 22,384 
Const. $/G.S.F. = $ 40.97 
Furn. & Equip. as % of Construction 

Cost = 276.2% 
Mech. & Elect. as % of Construction 

Cost = 34.7% 


Architectural Services Branch 
17th December, 1970. 
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‘oot data were available. The source of all the non-university 
sost data used for comparative purposes, along with the 
1ames and locations of the buildings, is listed in Appendix 3. 


Since all inter-jurisdictional cost comparisons were made on 
the basis of construction cost per gross square foot, analysis 
of university project costs was also related to this base. Thus, 
fees and contingency costs were calculated as a percentage of 
construction costs as were furniture and equipment costs. 


As far as the time element is concerned, it should be noted 
that all comparisons were made in terms of tender dates due 
to difficulties encountered in determining the mid-point of 
the construction period for all the projects in the data base. 
Due to the dubious accuracy of structural indexes*, such as 
the Southam Ontario Region Index, no adjustments have been 
made for fluctuations in construction costs within the various 
years. Furthermore, all cost figures per unit of space were 
derived from actual tender amounts in the applicable year. No 


intro or inter year cost escalation adjustments have been made. 


Net to gross ratio data was examined within the Ontario 
university system in various combinations for those capital 
projects included in the analysis and for various other systems 
and institutions. 


Construction Cost Comparisons per Gross Square Foot 

As can be seen from CS — 10, construction costs per gross 
square foot increased 41 per cent in the university sphere 
between 1964 and 1967 primarily as a result of construction 
cost escalation typical of the period, the construction of a 
significant number of science and engineering projects of high 
unit cost and the lack of decisive system-wide capital cost 
constraints. The incentive that was intended to be provided 
by 85 or 90 per cent funding, appears to have been insuffi- 
cient to adequately control the unit costs of university 
construction. 


However, following the introduction of the Capital Formula 
in line with more restrictive trends in the allocation of 
resources and a reduction in the number of science and 
engineering buildings, a dramatic reduction of the construc- 
tion cost per gross square foot occurred. Thus, between 1967 
and 1968, university construction costs decreased by 10 per 
cent and in the 1968 to 1970 period, increased by only 5 per 
cent. 


*structural indexes are construction cost indexes based on 
a limited range of material and labour cost indicators that 
include neither mechanical and electrical nor labour pro- 
ductivity and market condition components 


CS — 10 


Construction Cost Comparisons/Gross Square Foot Ontario Educational Systems 


System 


University 

— Formual 

— Pre-Formula 
Community Colleges 

— Ryerson 

High Schools 

— Composite 

— Technical or Vocational 
Elementary Schools 
Separate Schools 
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1964 


20.88 


1965 


24.83 


17.80 
19.79 
13.87 
11.45 


1966 


26.02 


19.86 
Ae 
1533) 
PSA 


1967 


29.35 


20.37 
23.28 
16.49 
13.58 


1968 


26.37 


PANES) 


203i 
23.28 
16.98 
14.31 


Construction Costs/Gross Square Foot — Ontario University System 


BUILDING TYPE 


ALL TYPES 
Science 
Engineering 
Administration 
Arts 

Lecture Hall 
Library 

Law 

Education 
Physical Education 
Student Union 
Food Services 
Health Services 
Central Services & 
Maintenance 
Staging 
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1964 


20.88 
DA26 


43,38 
21.04 


18.97 
16.45 


15.88 


29.46 


1965 


24.83 
26.61 
27.46 


23.03 
31.18 
DM 


26.37 
21.24 


1966 


26.02 
26.79 


26.36 
28.96 
26.13 
24.00 


24.37 
27.90 
26.06 


20.42 


1967 


DIES 
31.46 
pel) 
29.17 
27.24 
25.91 
Pye 


P| 


HYNES) 


32.46 


27.07 


1968 


26.37 


34.28 


28.38 


25.07 


34.51 


10.92 


26.04 
22.66 
20.37 
23.28 


16.98 
15.28 


1969 

26.04 
29.63 
Done 


27.04 


32.42 
19.78 


1970 


2aEOle 
34.55* 
Biro! 

24.21* 
Pps fakes 


24.33 
31.02 
28 .34* 
28.62 
27.47* 


26.76* 
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High school costs have not undergone as dramatic a decrease 


as those in the University sphere, nevertheless, the 14 per cent 


increase between 1965 and 1967 decreased to 9 per cent 
between 1968 and 1970. In a similar fashion, the 19 per cent 
increase in elementary school costs between 1965 and 1967 
decreased to 8 per cent between 1968 and 1970. In the 1968 
to 1970 period, community college construction costs have 
similarly remained relatively level, increasing by only 16* 
per cent. 


CS — 10 clearly indicates that:— 

(1) — university construction costs per gross square foot 
escalated at twice the rate of all other educational systems in 
the Province between 1964 and 1967; 

(2) — with the introduction of the formula in 1968, univer- 
sity costs have experienced roughly half the cost increase that 
has occurred in all other educational systems in the Province; 
(3) — with the single exception of the Ryerson cost figure, 
the steps in the educational pyramid are reflected in a con- 
struction cost per gross square foot associated with the 
various levels. 

Thus, in terms of 1970 costs, there is a dramatic 73 per cent 
difference between separate school costs at one end of the 
scale and university costs at the other end anda 13 per cent 
difference between university costs and community college 
costs. This latter difference is difficult to explain even if a 

6 per cent allowance (based on office building cost differ- 
ences per gross square foot) is made for building height 
differences between low rise and high rise structures. 


Table CS—11, Construction Costs per Gross Square Foot, 
Ontario University System, indicates the wide range of con- 
struction costs experienced, not only from year to year 
within the various building types and within the total 
system, but also among the various types in any single year. 
Nevertheless, with a few notable exceptions, science, 
engineering, administration and arts building costs, have been 
consistently the highest experienced and Staging, central 
services and maintenance and physical education building 
costs have been the lowest. 

Between 1964 and 1970, there was an average difference of 
93* per cent between the most expensive building type and 
the least expensive in each of the individual years. Even 
when the percentage figures for the two peak years, 1964 at 
173 per cent and 1968 at 109* per cent, are omitted, the 
average annual difference between the dollars per gross square 
foot of the least expensive building type and the most expen- 
sive building type is 52* per cent. 


*Revised 19th February, 1971. 


CS — 12 


Construction Costs Comparisons/Gross Square Foot by Building Type 


Building Type 


University Bldgs 
All Types 


Non-University Bldgs: 

Pre-Engineered Metal Buildings 

10,000—50,000GSF 

Factories 

— office area only 

Department Stores 

Office Buildings 

— speculative* under 10 
storeys 

— 10-20 storeys 

Medical Centres 

Prestige Office Bldgs.** 

— under 10 storeys 

— 10-20 storeys 

Movie Theatres 

Hospitals 

— 200 beds & under 


Architectural Services Branch 
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1965 


24.83 


4.46 


17.70 


17.70 
19.20 
18.72 


23.62 
44 (SY) 
25.70 


28.57 


**Partitioned 


1966 


26.02 


4.89 


16.39 
19.79 


19ET9. 
21.68 
22.45 


26.09 
30.17 
30.07 


S2hS 


1967 


Ihe) 335) 


4.89 


17.46 
21.34 


21.34 
23.28 
26.19 


29.10 
33.95 
32.01 


33095 


1968 


26.37 


5.04 


17.46 
DAGOT 


22519 
23.28 
26.91 


31.04 
33.95 
32.98 


34.92 


1969 


26.04 


5.04 


17.94 
21,97, 


2316 
25222 
Pay Pa? 


31.04 
83295 
32.98 


34.92 


Ry 


19.4( 
23.04 


23.76 
25.23 
25.22 


31.04 
33.98 
32.98 


34.92 
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2S — 13 


Construction Cost Comparisons/Gross Square Foot 
Science & Engineering Buildings 


Jurisdiction Building Name 


University All Types 

— formula Science 
Engineering 

— pre-formula Science 
Engineering 

— private funds Mining & Engineering 
— Queens 
Northern Electric 
Branch Laboratory 
Toronto 

Commercial Dow Chemicals 
Sarnia 
Polymer Control 
Sarnia 
Clarke Institute 
Toronto 

Provincial Alcoholism & Drug 
Toronto 
Research 


* ASB Revised 19th February, 1971. 


1963 


24.54 


1964 


20.88 


21.26 


1965 


24.83 


26.61 
27.46 


1966 


26.02 


26.79 


1967 


29.35 


31.46 
PPLE 


20.75 


35.07 


24.41 


1968 1969 
26.37 26.04 
29.63 
Dele 
38.20 


1970 
PASI 


34.55* 
By Sy 


19.50 


The combined impact of unit cost differences by building 
types and percentage variances between the most expensive 
and the least expensive buildings in any one year, indicates 
the desirability of a more detailed study of the construction 
cost characteristics of the individual building types. On the 
basis of historic cost data, it is clearly inappropriate to apply 
a system-wide dollar standard per unit of space on an indi- 
vidual project basis. Furthermore, it might be possible to 
employ a fluctuating macro dollar allowance per space unit 
depending on the types of buildings and therefore, the types 
of space required in the system. 


CS 12, Construction Cost Comparisons Per Gross Square 
Foot, with non-university buildings, indicates that in all years 
from 1965 to 1970, the average construction cost per gross 
square foot of university buildings was consistently higher 
than all the selected types of commercial buildings indicated 
except for prestige office buildings, movie theatres and hos- 
pitals. Indeed, it was not until 1968 that the costs of pres- 
tige office buildings, movie theatres and hospitals. Indeed, it 
was not until 1968 that the costs of prestige office buildings 
under 10 storeys exceeded the average dollar per gross square 
foot cost of university construction. Of particular note is the 
extraordinary consistency of costs from year to year for 
many of the commercial building types. This fact undoubt- 
edly reflects the incentive in the commercial sphere to offset 
material and labour cost increases by more efficient pro- 
gramming, design and construction. It is probably safe to 

say that commercial projects, which in the preliminary stages, 
do not indicate a reasonable return on equity, do not get 
built. No such inherent cost control incentive existed in the 
university sphere prior to the introduction of the Capital 
Formula. 


The following section on selected comparisons is incomplete 
and will be developed more extensively in the final cost 
report. 


CS — 13, Construction Cost Comparisons, Science and 
Engineering Buildings — Within the university jurisdiction, 
one notable feature is the very low figure for the Queen’s 
Mining Engineering Building. The cost of this project is low 
for the following basic reasons: — 

(1) — since the project was privately funded, there was a 
necessity on the part of the university to live within a 
limited budget: 

(2) — the building is lightly serviced with provision for 
heavier services as and when they are required; 

(3) — no air-conditioning system was installed but provision 
has been made for future installation of the system when 
funds are available; 
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CS — 14 


Mechanical & Electrical Costs—Ontario University System 


(% of Construction Costs) 
(1964-1970) 


University 

Building Type 

All Types 

Science 

Engineering 

Administration 

Arts 

Lecture Hall 

Library 

Law 

Education 

Physical Education 

Student Unions 

Food Services 

Health Services 

Maintenance & Central 
Services 

Staging 


Architectural Services Branch 


1964-1970 
33378) 
S{q2 
SBS) 
34.0 * 
Sila 
3723.4 
30.0 * 


33.4 * 
SPA) 7 
25:65 
PR IDS 
34.1 * 


Mipyss te 
SOP2a 


Architectural Services Branch 
*Revised 19th February, 1971. 


CS — 15 Construction Cost Comparisons/Gross Square Foot 
Arts & Administration Buildings 
Jurisdiction Building Names 1963 1964 1965 1966 1967 
University All Types 20.88 24.83 26.02 29.35 
— formula Arts & 
— pre formula Administration 24.34 23.03 28.43 27.97 
Provincial OUPID. 
Headquarters 
Queen’s Park 1) 24.54** 
2) 
Federal R.C.M.P. 
Headquarters 
Meteorological 
Headquarters 
Commercial Dow Bldg. No. 1 
I.B.M. Building 
390 Bay 
Canada Trust 25.76 
Thompson Building 
10-20 Storey Office 
Greb. Admin. Bldg. 22.38 
Speculative Office Bldgs. 
***Under 10 Storeys 17.70 19.79 21.34 
10-20 Storeys 19.20 21.68 23.28 
Architectural Services Branch 
*Revised 19th February, 1971. **underground parking & service areas included in Phase I only 
CS — 16 Construction Cost Comparisons/Gross Square Foot 
Staging Buildings 
Jurisdiction Building Name 1963 1964 1965 1966 1967 
University All Types 20.88 24.83 26.02 29.35 
— formula 
— pre-formula Staging 27.07 
— private funds 
Factories — 16.39 17.46 
office area only 
Pre-engineered metal 4.46 4.90 4.90 
Commercial Moore Business Forms 
Pilkington Plant 


1968 1969 
26.37 26.04 
28.38 27.04 
29.28 
42.48 
32.40 
22.82 
30.98 
22.79 MEINE 
23.28 PSI 
*** additional 
1968 1969 
26.37 26.04 
10.92 
17.46 17.94 
5.04 5.04 
12.87 
9.70 


27.6 
25.41 


18.9] 
28.00 


22.00 
25.29 


23.76 
25.22 


1970 


27.677 


19.40 


5.53 
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‘4) — the building is of modular design and 

(5) — the university required the consultants to live within 
the budget established or redesign the building at no extra 
cost to the university. 

Comparison of this project with other projects in the 

Engineering class is meaningful in spite of the light servicing 

and lack of air-conditioning within the building. Even if the 

cost of the building increased by 34* per cent* of the con- 

struction cost, the project would still be 28* per cent less 

than the cost of engineering projects in the same year. 


In comparing university and commercial projects, the most 
notable contrast is between the construction cost figure per 
gross square foot of the Northern Electric Branch Laboratory 
in Toronto and the Science and Engineering Building costs in 
the university system in the same year. Engineering building 
costs were 10 per cent greater and science building costs were 
52 per cent greater than the corresponding costs of this 
project. 


The Laboratory is a slab on grade two storey brick structure 
of 89,000 gross square feet and includes office, laboratory, 
conference, dining, cafeteria, switching model equipment and 
shipping and receiving areas. As can be seen from the plans of 
this project, maximum flexibility for the interchange of office 
and research laboratory space is made possible by the provi- 
sion of a large open space in the centre of the building capa- 
ble of being sub-divided into smaller areas on a six foot 
module. This area is contained within a ring corridor. 


Outside the ring corridor are located service elements, such as 
washrooms, stairs, mechanical rooms, cafeteria and office 
areas for senior personnel. It should be noted that there is no 
difference between this project and university projects in 
terms of the extent of mechanical and electrical services. 
Indeed, the mechanical and electrical service component of 
this project is 41 per cent of the construction cost of the 
entire project. Thus, a comparison of the project with uni- 
versity projects is in many ways reasonable. 


**the average per cent mechanical and electrical costs have 
been of total construction costs 1964—1 970. Refer to 
CS — 14. 


CS — 15, Construction Cost Comparisons Per Gross Square 
Foot, Arts and Administration Buildings — The most notable 
contrast in this table is the 35* per cent cost difference be- 
tween the average cost of university arts and administration 
buildings in 1970 and the cost of the eight storey air- 


*Revised 19th February, 1971. 


CS — 17 


BUILDING TYPE 


ALL TYPES 

Science 

Engineering 

Administration 

Arts 

Lecture Hall 

Library 

Law 

Education 

Physical Education 

Student Union 

Food Services 

Health Services 

Maintenance and Central 
Services 

Staging 


Architectural Services Branch 
*Revised 19th February, 1971. 


Fees & Contingency Costs — Ontario University System 
(% of Construction Cost) 


1964 


6.9 
7.6 


el 
7.6 
6.2 


6.6 


6.2 


1965 


8.4 
10.4 
ks 


7.8 
9.4 
6.5 


10.1 
8.1 


1966 


9.1 
8.8 


6.5 
vel 


9.4 


9.4 


9.4 


9.0 


1967 


10.2 
8.5 
9.4 
9.4 
8.8 
6.5 

19.0 


6.5 


9.4 


8.6 


8.3 


1968 


5) 
13.0 


9.4 
11.0 
9.2 


OS 


8.1 


1969 

10.1 
8.9 
9.8 


10.0 


11.6* 
10.0 


1970 


LOT 
12 
et 
10.0 
10:52 


10.0 
10.0 
10.2 
10.0 
10.1* 


10.0 


CS — 18 Equipment & Furniture Costs — Ontario University System conditioned I.B.M. building — complete with a computer 
(% of Construction Costs) floor, in London, Ontario. 


Another noticeable feature of the table is the fact that 


BUILDING TYPE 1964 1965 1966 1967 1968 1969 1970 1964-1970 administration and arts costs were 16* per cent greater than 
the cost of the 24 storey air-conditioned Thompson Building 
ALL TYPES 2 16.7 10.9 17.6 21.8 17.6 150% 17.4* that has been constructed at the corner of Queen and Bay 
Science 27.4 25.9 WAS 2 LIES: GES: 19.4 18.0 Street in Toronto. Refer to Appendix 4, page 40. 
Engineering 16.9 26.5 S23 SEOs 18.6* 
Administration 8.5 10.8 DS GO Sa9e Fees and Contingency Costs 
Arts 7/2 yall 11-9 8.0 24.8 20.8 USO les Ontario University System 
Lecture Hall 132 6.9 18.2 DS) 17.0 From an examination of CS — 17, fees and contingency costs 
Library 87.1 DES 20.0 12.5 18.3 38.3 32.9* as a percentage of construction cost, it is clear than an allow- 
Law 14.3 14.3 ance of 10 per cent of the total construction cost is adequate. 
Education 4.0 20.8 12s 125* 
Physical Education 7.6 1123 75 20.7 7.0 Bros aie Equipment and Furniture Costs 
Student Union 8.4 10.1 10.0* eye Ontario University System 
Food Services MOET, 18.8 1S'3s CS — 18 indicates that an allowance of 15 to 17 per cent of 
Health Services OFS 9.3 the construction cost is, on average, sufficient to cover the 
Central Services & equipment and furniture costs of university projects. The 
Maintenance 5.6 6.1 10.7* US most notable exceptions to this are in the library, science, 
Staging 67.0 40.5 53.8* engineering and staging building categories. Indeed, if 15 per 
cent is taken as a system-wide average, then average library 
Architectural Services Branch costs for furniture and equipment, between 1964 and 1970 
*Revised 19th February, 1971. have been about 119* per cent more, while the percentage 
Superseding Revisions of 10th February, 1971. difference for science buildings has been 20* per cent. The 
259* per cent difference in the case of Staging buildings indi- 
CS — 19 cates the ‘loading’ of these buildings with a disproportionate 
per cent of equipment in relation to construction cost. 
Ontario University System However, the fact that such ‘loading’ took place both before 
Equipment and Furniture as % of Total Project Cost and after the introduction of the formula provides incon- 
clusive evidence for any argument that universities are being 
Building Type 1964-1970 forced to do this as a result of an inadequate dollar per net 
All Types 12.9 assignable square foot standard. 
) * 
aT ee CS — 19 is provided to show the relationship between total 
A dmainiseenion 7.6* project costs and equipment and furniture costs. 
Arts 1256* 
Lecture Hall 13.2* Construction Cost Escalation 
Library Do ES Construction cost escalation percentages noted in CS — 20 
aw 11.5 are of two basic types. Both the Dominion Bureau of Statis- 
Education 9.8% tics and the Southam Business Publication Indexes are based 
Physical Education 8.3% on material and labour costs only and do not take into 
Student Union 8.1% ; account mechanical and electrical costs, labour productivity 
Food Services 12.2* and market conditions. On the other hand, the construction 
Health Services 719 cost escalation percentage figures developed from Department 
Maintenance & Central Services 5.1* of University Affairs cost data and from the Toronto Real 
Staging 33.9% Estate Board cost data are based on actual percentage in- 


creases over the periods indicated. The percentages developed 


Architectural Services Branch 
*Revised 19th February, 1971. *Revised 19th February, 1971. 
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rom these two latter sources of data, therefore, reflect mech- 
nical and electrical costs as well as general market conditions. 
“hus, they probably offer a truer picture of the actual per- 
entage fluctuations in construction costs than do the 
Yominion Bureau of Statistics and the Southam Business 
ublication Indexes. 


[he most significant aspect of this table is the relatively 
small percentage increase per year between 1968 and 1970 
derived from the university cost data and from Toronto Real 
state Board data and the relatively large percentage in- 
creases derived from the Dominion Bureau of Statistics and 
Southam indices. The use of the Dominion Bureau of Statis- 
tics and Southam Indexes to determine an annual percentage 
escalation might, therefore, result in an exaggerated percent- 
age allowance. Indeed, the Southam Index indicates the need 
for a percentage escalation allowance over three times that 
indicated by the university cost based figures. 


In this regard, it is worth noting that costs generally have 
risen marginally over the past year and construction prices 
have remained depressed. However, should interest rates take 
a downward turn or government spending increase, a general 
increase in costs would probably occur. 


In the case of certain building types, prestige office buildings, 
theatres and hospitals, there has been no increase in con- 
struction costs over the 1968-1970 period. Again, this points 
out the fact that in a number of cases there is either an 
inherent incentive or a policy based incentive to offset 
material and labour cost increases by more effective program- 
ming, design and construction. In terms of longer range trends, 
there is somewhat more consistency among the Dominion 
Bureau of Statistics, Southam and Department of University 
Affairs indices. The percentage average annual increase in the 
1961 to 1970 period according to the Dominion Bureau of 
Statistics Index, is 6, according to the Southam Index is 

7.3 and in terms of Department of University Affairs data for 
1964-1970, it is 5.5. 


Projections by Southam for the 1970-1975 period indicate 
an average yearly increase of 6 per cent with perhaps an 
initial increase above this amount in the first year or two 
following the next construction union settlements. 


A similar opinion concerning construction escalation has 
been voiced by a number of quantity surveying firms con- 
tracted. Thus, a 6 per cent to perhaps an 8 per cent con- 
struction escalation allowance per year is probably reasonable 
over the next few years. (Refer to Appendix 5 Page 47) 


CS — 20 
Construction Cost Escalation 
Index Source Index Type Geographical Building Type % Average Annual Increase 
Coverage 1968-1970 1965-1967 1961-1970 
Dept. of Univ. Derived from $/GSF Ontario University 2.6 9.1 5.5 (1964-1970) 
Affairs Construction Cost Data Buildings 
Dominion Composite—Materials & Canada All Non- 7.0 5.9 6.0 
Bureau of Labour: 1961 base; Residential 
Statistics .. Buildings 
Southam Composite—Materials & Ontario All Non- 8.4 4.7 ee 
Business Labour; 1961 base; Residential & 
Publication Non-Engineering 
Buildings 
Toronto Real Derived from $/GSF Toronto Office Buildings 
Estate Board Construction Cost — Speculative 
Data Under 10 Storeys HA 10.3 
— Prestige 
Under 10 Storeys 0 11.6 
Hospitals 0 9.4 
Theatres 0 12.3 
Department Stores 2.4 10.3 
High Schools 4.8 ep? 
Pre-engineered 
Metal Buildings 
10,000-50,000 GSF 4.8 4.9 


Architectural Services Branch 
17th December, 1970 


cS — 21 
Regional Variations in Construction Costs 
State of Illinois, Board of Higher Education, Construction Cost Index 
Building Type 1970 Index 1st Quarter Regional $/Net Assignable Square Foot 
(@ 55/NASF Equated to Index Base of 100.0) 
Springfield Edwardsville Springfield Edwardsville 
Science 100.0 ili se9/ $55.00/NASF $62.53/NASF 
Administration 100.0 111.4 $55.00/NASF $61.27/NASF 
Classroom 100.0 111.4 $55.00/NASF $61.27/NASF 
Student Union 100.0 113.0 $55.00/NASF $62.15/NASF 
Physical Education 100.0 113.0 $55.00/NASF $62.15/NASF 


Architectural Services Branch 
Revised 18th December, 1970 


Regional Variations in Construction Costs 


Department of Education — High School Cost Variations 


Counties or Districts 


Glengarry Wentworth 
Prescott Brant 
Russell Lincoln 
Stormont Haldimand 
Carleton Welland 
Dundas Oxford 
Lanark Norfolk 
Grenville Middlesex 
Leeds Elgin 
Frontenac Lambton 
Renfrew Kent 
Lennox and Addington Essex 
Hastings Wellington 
Haliburton Waterloo 
Peterborough Perth 
Northumberland Huron 
Prince Edward Bruce 
Victoria Grey 
Durham Dufferin 
Ontario Simcoe 
York Muskoka 
Peel Parry Sound 
Halton 


Nipissing (that part to the south of and 
excluding the Townships of East Ferris, 
Bonfield, Calvin and Papineau) 


Nipissing Algoma 
Timiskaming Cochrane 
Sudbury 

Thunder Bay Rainy River 
Kenora 


Architectural Services Branch 
17th December, 1970 


1970 Cost 
Index 


100.0 


105.0 approx. 


110.0 approx. 


Regional $/Net Functional Area 
(@ 55.00 equated to index base of 100.0) 


55.00 


all> 


60.50 


Regional Variations in Construction Costs 

There is presently no published construction index that 
offers a valid measure of intra-provincial construction cost 
differentials. The most popular indices such as those publishe 
by the Dominion Bureau of Statistics and Southam are macro 
in nature and relate to national and provincial rather than to 
municipal construction cost averages. 


In view of the desire to equitably distribute funds to the 

universities, consideration of possible regional variations in 

construction costs should be made. If indeed, as Vern Bayley, 

the Chief Estimator of Ellis-Don indicates, construction 

costs in 

(1) Sudbury are 10-15 per cent above average (due primarily 
to climate, labour productivity and material trans- 
portation factors), 

(2) Windsor are 5-7 per cent above average (due mainly to 
labour availability factors), 

(3) and in Ottawa, are 2 per cent below the average of the 
rest of the system (due mainly to high labour productivity 

then some adjustment to the dollar allowance per unit of | 

space should be made for universities in these cities if they are 

not to be either penialized or overfunded. 


An example of the kind of index necessary for system-wide 
capital project funding is that in use in the State of Illinois. 
This index was developed and is updated by gathering basic 
material and labour cost data from each locale and weighting 
these data according to each cost elements share of the total 
cost of the building types considered. These data are next 
modified by applying labour productivity factors to the appro- 
priate trades in the locales considered. Finally, a market 
condition sur-charge is added for each locale to give the 
construction cost index for the area considered. 


CS — 21 indicated the effect of the use of such an index 
using the Illinois indices for two cities, Springfield, the state 
capital, located in the middle of the State and Edwardsville, 
located immediately north of New Orleans. As can be seen, 
in the case of a science building, $55.00 per net assignable 
square foot allocated in Springfield equates to $62.53 per net 
assignable square foot in Edwardsville. In terms of all five 
building types indicated, an 11-14 per cent greater dollar per 
net assignable square foot allocation is necessary for projects 
in Edwardsville than is required for those in Springfield. 


In Ontario, the Department of Education acknowledges cer- 
tain general regional differences in construction costs by 
providing S per cent greater funds for high schools constructed 
in the Timiskaming, Sudbury, Algoma and Cochrane area and 
10 per cent greater funds for high schools in the Thunder Bay, 
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tainy River and Kenora area. CS — 22 is a detailed list by 
chool district indicating the percentage variations in funding 
rovided for high schools by the Province. 


Jesign Effectiveness 

Vhat the universities pay for when constructing new facili- 
ies is the gross square feet constructed. However, the reason 
‘or constructing facilities is the assignable square footage 
vailable within the building. Thus, the higher the net assign- 
able square foot to gross square foot ratio, the more effective 
the building design is in yielding the desired assignable square 
footage at minimum capital cost. As can be seen from CS — 
23, the relatively low figure of 58.3* per cent for all building 
types in the Ontario University System between 1964 and 
1970 suggests that design effectiveness criteria have not been 
exercised or articulated as fully as might be desirable. An 
examination of CS — 24* indicates the wide range of net 
assignable square foot to gross square foot ratios at the 
various universities for the buildings analyzed in this study 
and their general inefficiency when compared with the 
various Colleges of Applied Arts and Technology projects. 
This is true even with the improved university system figure 
of 61.4 per cent in 1970. 


There is a startling difference between the Ontario figures 
and those of Colorado and Nebraska. It should be noted that 
the comparison of the Ontario System with those of these 
two states, is on the same net assignable square foot basis. In 
the case of Nebraska, the institutions most comparable to 
those in Ontario as far as scale and graduate programs are 
concerned are Craighton University, the University of 
Nebraska at Lincoln and the University of Nebraska at 
Omaha. Most of the buildings in both state systems are 
largely the result of post-war building programs. In the 

case of Colorado, all the institutions except Colorado State 
College, are emerging and, therefore, have limited graduate 
programs, and with the exception of Fort Lewis, all the 
institutions are of the same scale in enrolment levels as those 
in the Ontario System. It is, therefore, reasonable to state 
that a 60 per cent to 67 per cent net assignable square foot 
per gross square foot range is possible for new construction 
within a university system. 


*Revised 19th February, 1971. 


*the net to gross ratios indicated for the College of Applied 
_Arts and Technology were developed from data supplied by 
the CAAT Branch of the Department of Education. The 
Applied Arts and Technology Branch now comes under the 
Ministry of Colleges and Universities. The New Brunswick, 
Colorado and Nebraska net to gross ration data was obtained 
_from various Taylor, Lieberfeld and Heldman studies. 


It should be noted that the 60 per cent figure indicated for 
New Brunswick was recommended recently by Taylor, 
Lieberfeld and Heldman. It is clearly an extremely safe figure 
to recommend. Little incentive to improve the design effect- 
iveness of buildings within the system will result from the use 
of such a ratio. 


Programming 

Clearly, cost control of the dollars spent per net assignable 
square foot is but one of the two major aspects of capital cost 
control. The other is control of the amount of net assignable 
square feet required to satisfy the academic program 
requirements. To quote the 1960 Educational Facilities 
Laboratories report on ‘The Cost of a Schoolhouse’—“If any 
conclusion emerges from ‘this study’ it is that the area per 
pupil is at least as great a factor as unit cost in accounting for 
the most dramatic contrasts between the costs of schools”. 


The technique illustrated below is probably the most useful 
detailed method of programming capital facilities presently 
available. Essentially, the approach is as follows: — 


(1) — the various types of spaces required are divided into 
two categories—scheduled and non-scheduled; 

(2) — space factors for all scheduled spaces such as class- 
rooms and laboratories, are defined in terms of three 
elements: — 

(a) net assignable square feet per station (design element) 
(b) station use (design and utilization element) 
(c) room use (utilization element) 

Thus, if a classroom has—15 net assignable square feet per 

station— 30 hours per week or room use and—5O per cent 

station occupancy when room is used, the the space 
factor = n.a.s.f./station 


Sk RE a 
% station occupancy xX hrs./wk. room used 
= 15 


30 x 50 
= 1 n.a.s.f./student contact hour 

(3) — space factors for non-scheduled spaces are calculated 
in terms of elements peculiar to each. Thus, the space 
factor for offices is expressed in terms of net assignable 
square feet per full-time equivalent staff member requir- 
ing an office. Library space factors are expressed in terms 
of net assignable square feet per volume and net assignable 
square feet per station. 

(4) — following the definition of the academic programme in 
terms of user requirements such as student contact hour 
requirements and space type requirements, the space 
factors developed are used to determine total net assign- 
able square foot requirements. 


CS — 23 


Ontario University System 
Design Effectiveness: Net Assignable Square Foot/ 
Gross Square Foot Ratio 


Building Type 1964-1970 
All Types 58.3* 
Science 56.2 
Engineering 58.4 
Administration 67 9* 
Arts Seas 
Lecture Hall 41.0 
Library 63.9 
Law 67.3 
Education 60.2* 
Physical Education 63.9 
Student Unions 58.9* 
Food Services 69.2 
Health Services 56.4 
Maintenance and 

Central Services prs 
Staging 69.1 


Architectural Services Branch 
*Revised 19th February, 1971. 


University 


All Listed 


Brock 
Carleton 


Guelph 


Lakehead 


McMaster 
Ottawa 
Queen’s 
Erindale 
Trent 
Waterloo 
Western 
Windsor 


York 


*These figures reflect the net/gross ratios of all projects selected for analysis; they do not indicate the net/gross ratios of all facilities at each individual 


university. 


ONTARIO 

NASF/GSF* College of Applied 

Te Arts & Technology 

58.5 All Listed 
(1964-1970) 

61.4 

(1970) 

$3.8 Seneca Phase 1/68 

54.6 Seneca Phase 2/69 

54.1 St. Lawrence/68 

59.0 St. Clair Phase 2/68 

$7.8 Sheridan Phase 1/69 

64.1 Georgian 1/68 

62.4 Georgian 2/69 

60.0 Georgian sA/70 

61.3 

63.0 

58.4 

64.0 

60.3 


Architectural Services Branch 
18th December, 1970. 


Design Effectiveness 


Selected Educational Institutions & Systems 


NASF/GSF 
% 


60.8 
(1969) 


60.7 
63.6 


59.4 


60.0 


63.2 
63.6 
67.0 


67.1 


NEW BRUNSWICK 


University 
or College % 


All Listed 60.0 


U. of N.B. 

College St. 
Louis 

U. of N.B. 
St. John 


College 
Maillet 


U. of 
Moncton 
St. Thomas 


St. Josephs 


Ecole Normale 
Mt. Allison 


College de 
Bathurst 

College Jesus- 
Marie 

Teachers’ 
College 


NASF/GSF 


COLORADO 
University NASF/GSF 
or College %o 
All Listed 67 


U. of Colorado 

Colorado 
State U. 

Colorado 
School of 
Mines 

Fort Lewis 


Metro State 
College 
Colorado State 
College 
Adams State 
College 
Western State 
Southern 
Colorado 
State College 


CS - 25 
Programming — Contact Hour Requirements 
Lecture Classrooms Seminar 
NEBRASKA COURSE Rooms & Labs Rooms 
University NASF/GSF ELEMENTARY 500 Students 500Students 500 Students 
or College % 
All Listed 68 Philosophy of Education 500 500 
Educational Psychology 500 $00 500 
School Administration 500 500 
Curriculum: Theory and 
Practice 500 500 
Craighton U. 78 cee aa 
Peas pic oh Mathematics 1,000 
Social Studies 1,000 
eee 66 Science 500 
at Lincoln SUB TOTAL 1,000 6,500 1,500 
U. of 67 
Neprade SECONDARY 300 300 300 
PeOnnhn Students Students Students 
Wayne State 66 Professional Practice and 
Nese Administration 300 600 
Curriculum Theories and 
Program Development 300 600 
Philosophy and History 
of Education 100 100 
Contemporary Issues in 
Education 100 100 
Sociology of Education 100 100 
Educational Psychology 715 715 
Child Psychology 715 715 
Adolescent Psychology 715 78 
Personality Development 
in Education aS 75 
Francais 150 300 
English 200 
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Programming — Translation from Contact Hours to Net Assignable Square Foot Requirements 


S — 26 
Student No. 
Category of Lecture Rooms 
Students 
Contact Space n.a.s.f. 
Hour Factor Requirement 
Requirement 
Elementary $00 1,000 556 556 
Secondary 300 1,600 556 890 
Graduate 200 800** 556 445 
TOTAL 1,000 3,400 556 1,890 
Ottawa + ++ 
Program 3,000 (9,400) 


*including contact hour requirement 
in all teaching spaces except the 
gymnasium, library and learning 
materials lab 


**estimated 


***including all spaces except the 
gymnasium 


Architectural Services Branch 
18th December, 1970 


SOPPALG Eel Yak ne: 


Classrooms & Labs 


Seminar Rooms 


Contact Space n.a.s.f. Contact Space n.a.s.f. 
Hour Factor Requirement Hour Factor Requirement 
Requirement Requirement 
833 $415 
6,500 1.667 10,836 1,500 1.111 1,667 
2.222 14,443 
833 2,033 (4,033) 
2,440 [4,842] 1.667 4,067 (8,072) 2329 1.111 2,583 
2.222 5,422 (10,759) 
833 2,499 
3,000** 1.667 5,001 2,000** 1.111 2,222 
PROM 6,666 
- 833 9,946 (14,863) 
11,940 [17,842] 1.667 19,904 (29,744) 5,825 1.111 6,472 
2.222 26,531 (39,645) 
KK *KK 
25,500 (34,250) 8,800 


****including all spaces except gym- 
nasium, music, art, library, home 
economics, phys. ed. demonstration 
lab and administration studies spaces 


+excluding the auditorium 
++including the auditorium 
( )n.a.s.f. based on contact hour 


requirements in all spaces except 
the gymnasium 


{ ] excluding contact hour requirements 
in music, art, library, home economics, 
phys. ed. demonstration lab, gymnasium 
and administration studies spaces 


CS - 27 


Category 


Lecture Rooms 


Classrooms & 
Labs 


Seminar Rooms 


Administrative 
Facilities 


Other Miscella- 
neous Facilities 
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Programming — Area Requirement Comparisons 


Item 


—tiered amphitheatre 
—kiva 


—multipurpose class- 
rooms 

—methodology & practice 
teaching area 

—science rooms 

—geography 

—mathematics 

—commercial 

—music 

—art 

—francais and english 

—language labs 

—phys. ed. demonstration 
labs 

—guidance 

—administration studies 


—faculty offices 

—main administrative 
area 

—storage 

—dean’s office 


—gymnasium 

—graduate studies 

—lounge 

—storage area 

—carrels & prep room 

—learning materials lab 

—library 

—student office 

—auditorium 

—reception & mainten- 
ance area 

—open area 

—staff lounge 

—first aid room 

—conference rooms 

—interview cubicles 


Architectural Ser- 


vices Branch 
18th December, 
1970 


TOTAL 


DUA 
Ottawa Program Calculations 


1,000 Students 1,000 Students 


1,400 
1,600 
3,000 2,000 
8,100 
3,600 
4,800 
1,200 
1,200 
3,600 
1,250 
1,200 
3,600 
1,200 
1,800 
1,800 
900 
34,250 30,000 
8,800 7,000 
8,000 8,000 
2,500 2,500 
600 600 
150 150 
11,250 11,250 
7,200 - 
900 900 
1,200 - 
2,600 2,600 
200 200 
7,000 7,000 
9,000 9,000 
400 400 
6,400 5,400 
300 300 
3,600 1,500 
1,200 800 
500 500 
1,200 800 
150 150 
41,850 29,550 
99,150 79,800 


Basis 
Ottawa Program 


DUA 
Calculations 


Architectural Services Branch 
18th December, 1970. 


Programming 
Cost And Area/Student Comparisons 


No. of N.A.S.F. N.A.S.F./ $’s/N.A.S.F. 
Students Total Student Index = 227.7 

1,000 99,150 99 57.99 

1,000 79,800 80 57.99 


Total Estimated 
Cost 
Index = 227.7 


5,749,922 .00 


4 627,602.00 
say 4,700,000.00 


An actual application of this technique to the Ottawa College 
of Education project is illustrated in CS — 25, 26 and 27. Th 
analysis must be qualified to the extent that it is based on 
rather general programme information. Contact hour require. 
ment information of the type illustrated in CS — 25 was 
translated as shown on CS — 26 into net assignable square 
foot requirements. These contact hour based requirements 
plus the requirements for non-scheduled spaces are tabulated 
in CS — 27. 


As can be seen, there is a dramatic twenty-four per cent 
difference between the net assignable square foot requiremen 
generated by the Department of University Affairs calcula- 
tions based on generally accepted space factors and those 
indicated in Ottawa’s program. CS 28 illustrates the 
translation of the total space requirements to total project 
dollar requirements. The Department of University Affairs 
calculations based on Ottawa’s academic programme indicate 
that the estimated cost of the project should be $1,000,000 
less than that requested by the University. 


Greater use of programming techniques which take into 
account design and utilization factors and enable analysis of 
space requirements in a rational manner are clearly of assist- 
ance in project cost control at the programming stage. 


Incomplete Components of the Study 

As stated in the preface, this report is interim in nature in 

that:— 

(1) — specific detailed comparisons among university build- 
ings and between university and non-university buildings 
have yet to be completed; (Refer to Appendix 4.) 

(2) —the data base of non-university buildings needs to be 
strengthened in terms of both the quantity and quality 
of data; 

(3) — a closer examination needs to be made of the sub- 
elements of major components of project cost and their 
inter-relationships within individual building types and 
among the various building types; 

(4) — detailed study of net to gross ratios by institution and 
by building type is required; 

(S) — an analysis of capital and operating cost trade-offs 
related to university and non-university buildings is 
required; 

(6) — a thorough study of cost escalation and regional 
variations in construction cost is required; 

(7) — a general summary of cost control comments is 
required. 


J.M. Plumb 
Architectural Services Branch 
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APPENDIX 1 


PROJECT COST ELEMENTS 


A) Construction Cost Elements 


ihe 


Architectural and Structural: 

— Indirect and General Expenses 
— Substructure 

— Horizontal Structural Elements 
— Exterior Cladding 

— Interior Vertical Elements 

— multi-Storey Elements 

— Interior Finishes 


Building Equipment 
Built-in Furniture (non-instructional) 


Built-in Furniture and Equipment (instructional) 


. Cash Allowance 


. Mechanical: 


— Plumbing and Drains 
— Heating, Ventilating, Air Conditioning 


. Electrical: 


— Transformers and Main Distribution 
— Power and Lighting Distribution 

— Lighting Fixtures 

— Underfloor Duct System 


. Site Development 


. Federal Sales Tax: 
— amount of sales tax to be recovered from Federal 


Government 
— usually 3% of General Contract Tender 


B) Fee and Contingency Cost Elements 


il, iG 


— Architects’ and Consultants’ Fees 

— Specialty Consultants’ Fees 

— Tests, surveys, site representative 

— Miscellaneous and administrative fees 


2. Contingency 
— general contingency 


C) Furniture and Equipment Cost Elements 


1. Furniture 
— floor coverings 
— blinds 
— furniture, furnishings, fixtures 
— office equipment 


2. Equipment 
— teaching and research equipment 


Architectural Services Branch 
15th December, 1970. 


APPENDIX 2 


Data Base Contents—University Buildings 


Year 
1970 
1969 
1968 
1967 
1966 
1965 
1964 


1970 
1969 
1968 


1967 


1966 


1965 


1964 


1970 


1969 
1968 
1967 
1966 
1965 


1964 


Administration 


Capital Project No. Building Name 


WA67 


CA 25 
WI 03 


WI 09 


Mc 46 
OT 34 
GU 25 
GU 26 
CA 19 


GU 07 
GU 16 
Mc 33 
GU 04 
GU 05 
WA 17 
CA 08 
Mc 12 
YOr22 
WE 05 
YO 15 
WI 02 


Admin. Building—1972 


Admin. Building 

Windsor Hall (South Wing) 
Windsor Hall Tower 
(North Wing) 


Science 


Life Sciences I 

New Child Study Centre 

Swine Clinic 

Animal Holding Unit 

Controlled Environment — 
Biology 

Physical Sciences I 

O.V.C. Anatomy Extension 

Large Scale Experiments I 

Crop Science (Herbicide) 

Animal Science (Nutrients) 

Math and Computer Bldg. 

Physics Building 

Senior Sciences Complex 

Behavioural Sciences 

Natural Sciences Building 

Farquharson Life Sc. Bldg. 

Biology 


Engineering 


Engineering Bldg. Expansion 
School of Architecture 
Engineering 

Engineering III 

Engineering II 

Chem. Engineering 
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Year 


1970 


1969 


1968 


1967 


1966 
1965 


1964 


1970 
1969 
1968 
1967 
1966 
1965 
1964 


1970 
1969 
1968 


1967 
1966 
1965 
1964 


Capital Project No. 


YO 44 
WE 34 
LAK 32 
CA 49 
Mc 35 


Mc 17 
WA 28 
TR 07 
TR 14 
CA 13 
GU 02 
Mc 13 


QU 05 
Mc 05 


YO 13 
WE 07 


Building Name 


Arts 


Admin. Studies Bldg. I 

Social Sciences Complex I 

Academic Building—1970 

Arts I 

Humanities & Social 
Sciences III 

Psychology Building 

Arts III (Humanities) 

Lady Eaton College 

Traill College Addition 

Social Science Building 

Arts I 

Humanities & Social 
Sciences II 

Humanities 

Humanities & Social 
Sciences I 

Founder’s College 

Talbot College 


Lecture Hall 


Lecture Hall II 
Theatre Lecture Hall 
Arts Lecture Hall 
Lecture Hall Unit I 


Library 


Central Library 

New Main Library 
Central Library—I 
Library 

New Library 

Library (Brock Tower) 
Science Library 


1970 


1969 


1968 
1967 
1966 
1965 
1964 


1970 
1969 
1968 
1967 
1966 


1965 
1964 


1970 


1969 
1968 


1967 


Capital Project No. 


OT 52 
YO 63 
VOSS 
ER 13 


QU 631 
QU 63 II 


Building Name 


Law 


Law Building 


Education 


Faculty of Education Bldg. 

College “F” 

Atkinson College—II 

Library—Meeting Place— 
Lecture Theatres—A thletics 
and Related Facilities 

McArthur College 

McArthur College 


Alumni Hall 


Physical Education 


Physical Education Bldg. 
Physical Education Complex 
School of Physical Ed. 
Athletics and Physical 

Ed. Bldg. 
Physical Ed. and Rec. Centre 
Physical Education School 
Burton Auditorium 


Student Unions 


University Centre 

University Community 
Centre 

University Union 

Student Centre 


1970 
1969 
1968 
1967 
1966 
1965 
1964 


1970 
1969 
1968 
1967 
1966 


1965 
1964 


1970 
1969 
1968 


1967 
1966 
1965 
1964 


Capital Project No. Building Name 


WA 09 Campus Centre 

Food Services 
CA 17 University Food Services 
WA 10 Food Services Building 

Health Services 
WA 26 Health Services Building 

Maintenance 
OT 56 Maintenance Services Bldg. 
Mc 23 Campus Services Building 
WA 12 Main Stores and Commissar 
CA 05 Maintenance 
Staging 

QU 62 Interim Administration 
WE 27 Staging Complex I 
TR 18 


Multi-Purpose Staging Bldg. 


Source 


Federal Dept. 
of Public Works 


Data Base Contents—Non-University Buildings 


Building 
RCMP Headquarters 


Meteorological Head- 
quarters 


Helyar, Vermeulen, Dow Chemical 
Rae & Mauchan Ltd. tory & Office Bldg. 


Provincial Dept. 
of Public Works 


Ellis-Don Ltd. 


Toronto Real 
Estate Board 
—Unit Costs 
1970 


Department of 
Education & 
Applicable 
Architectural 
Firms 


Polymer Control 
Laboratory 


Clarke Institute of 
Psychiatry 
Alcoholism and Drug 
Addiction Foundation 
Teachers’ College 1) 
2) 
Ontario Fire College 
O.P.P. Headquarters 
Queen’s Park Phase 1) 
2) 


1.B.M. Building 
Thomson Buildingq 
390 Bay Street 
Pilkington Plant 


Public Schools 

High Schools 

Vocational Schools 

Movie Theatres 

Office Buildings 

Factories 

Medical Centres 

Department Stores 

Pre-Engineered Metal 
Buildings 


Conestoga College 
Sheridan College 


Seneca College 
Georgian College 


APPENDIX 3 
Location Source Building 
Toronto Loyalist College 
Niagara College 
Toronto 
St. Lawrence College 
Confederation College 
Sarnia Durham 
St. Clair 
Sarnia 
Ryerson Jorgenson Hall 
Technical Annex 
Toronto 
Department of High Schools 1) 
Toronto Education 2) 
3) 
St. Catharines 4) 
Sudbury 
Gravenhurst Canadian Archi- Northern Electric 
London tect & Applicable | Laboratory 
Toronto Architectural Canada Trust 
Toronto Firms Greb Administration 
Building 
London School of Nursing 
Toronto West Park Vocational 
Toronto School 
Concord, Oakville Centennial 
Ontario Project 
Moore Business Forms 
Toronto Etobicoke Education 
Centre 
Architectural Services Branch 
17th December, 1970. 
Kitchener 
Brampton/ 
Oak ville 
North York 
Barrie 


Location 


Belleville 
Welland/St. 
Catharines 
Kingston 
Thunder Bay 
Oshawa 
Windsor 


Toronto 
Toronto 


Aurora 
Mississauga 
Sudbury 
North Bay 


Toronto 


Toronto 
Kitchener 


North York 
Toronto 


Oakville 


Trenton 
Etobicoke 
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APPENDIX 4 


The following notes are excerpts from a Cost and Use Com- 
parison of the Arts I Building of Carleton University with a 
speculatively built office building. The notes were originally 
prepared by the quantity surveying consultants to Carleton 
University and therefore represent a specific example of one 
university’s view of cost comparisons between university and 
non-university buildings. The underlining has been added. 
This analysis was done in Nov. 1968. 


Cost per Square Foot of Gross Floor Area 


Cost Arts I Commercial Difference 
Substructure 0.90 0.90 - 
Frame 4.50 4.00 0.50 
External cladding 6.00 4.00 (or less) 2.00 
Internal vertical 1.50 0.50 (or less) 1.00 
Finishes 2.50 2.00 (or less) 0.50 
Electrical 3.00 2.50 0.50 
Mechanical 6.00 5.00 1.00 
Vertical access 2.00 2.00 = 
Miscellaneous 1.50 0.50 1.00 
Overhead & profit 2.80 2.30 0.50 
TOTALS $30.70 $23.70 $7.00 


Note: It is extremely unlikely that a developer would construct 
a speculative office building of such dimensions unless forced 
to by site restrictions. A minimum area of 10,000 to 12,000 
square feet per floor is generally aimed at, being more econo- 
mic to construct and more readily let to a wider cross 

section of tenants. 


Substructure 

(Excavation, foundations and backfill) N.B.—In the case of 
an actual office development, this would be higher than 0.90 
as it would in all probability reflect the cost of approximately 
20,000 square feet of underground parking. 


Frame 
(Reinforced concrete columns, beams and slabs) 
Difference of 0.50 per square foot. 
Reasons (1) Less stringent testing and inspection require- 
ments 
(2) A tendency to design closer to the code, in the 
case of the commercial building. 


External Cladding 

(External walls and roof covering) Difference of $2.00 per 
square foot. Reasons (1) Less expensive materials. Arts I 
cladding cost is based on a double glazed curtain walling 
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system with extensive use of solar bronze glass similar to that 
used on the Administration and to a lesser extent, Union 
Building. Such a system costs at least $10.00 per square foot 
and this last figure was used in making up the Arts I cost. 
Office Building cladding is based on a low cost double glazed 
curtain wall system, using standard details, most economic 
module etc. at $6.66 per square foot. 


Internal* Vertical 

(Internal partitions and doors, glassed partitions, etc.) 
Difference of $1.00 per square foot. Reasons (1) Scope of 
work is smaller. Speculatively built office buildings do not 
normally include partitions apart from those in the service 
cores. The tenant leases open floor area and erects partitions 
at his own cost. 


Finishes 

(floor, ceiling and wall finishes) Difference of $0.50 per square 
foot. Reasons (1) Scope of work smaller as there are few 
internal partitions. (2) Less expensive materials. The specu- 
latively built building usually has a standard finish on the 
typical floors for washrooms, floors, walls and celinings. This 
standard is normally pretty basic, e.g. 1/8” V.A.T. on floors, 
2 x # lay-in ceiling tile, paint on walls, vinyl fabric on ele- 
vator lobby walls and tile on washroom walls and floor. Any 
special finishes required by tenants are extras and paid for by 
the tenant. (3) Less stringent inspection. 


Electrical 

(Complete electrical system) Difference of $0.50 per square 
foot. Reasons (1) The use of lower quality less expensive 
fittings. (2) Lower overall standard of installation. (3) Less 
stringent inspection. 


Mechanical 

(Plumbing, drainage, heating, ventilating and air-conditioning) 
Difference of $1.00 per square foot. Reasons (1) Simpler, less 
expensive design. (2) Lower overall standard of installation. 
(3) Less stringent inspection. 


Vertical Access 
(Elevators and stairs) No difference. 


Miscellaneous 

(Window cleaning cleaning equipment, steel lockers, main- 
tenance panel connections, special finishes and equipment to 
Art, Music, Journalism, etc. areas) Difference of $1.00 per 
square foot. Reasons (1) The speculatively built building as 


*note that the cost comparisons in section 5, page 13 of this 
study were made on the basis of partitioned offices. 


mentioned before provides open floor area, heating, lighting, 
washroom facilities and little else. The average academic 
building on the other hand is fitted out and finished to suit 
the individual requirements of known occupants. 


Indirect and General Expenses 

(Contractor’s indirect and general expenses, head office 
overhead and profit) Difference of $0.50 per square foot. 
Reasons (1) Less stringent inspection and testing. (2) Simpler 
building with fewer sub-trades to co-ordinate etc. (3) Once 
above-ground level, delays are unlikely and the project can 
proceed quickly. (4) The knowledge that “‘tenants’ extras” 
are usually highly profitable. 


Cost Conclusions 

From the foregoing it is evident that: (1) The Arts I space 
requirement could be constructed for considerably less than 
$31.00 per square foot. (2) To achieve a lower unit cost less 
expensive materials and perhaps a lower standard of finish 
would have to be accepted, particularly with respect to 
external walls, internal finishes and mechanical installations. 


Further reductions in cost could be made by: 

a) Altering the plan form of the building to improve the wall 
to floor ratio, and the assignable to gross floor area ratio. 

b) Lowering the standard and degree of control of heating 
and ventilating and electrical installations. 

c) Reducing the standard and extent of finishes and 
partitions. 

d) Siting of the building in a different location. 


(3) If a ceiling of say $26.00 per square foot were put on 
new academic space, buildings such as the Steacie, Loeb, 


Administration and University Centre could not be constructed 


without additional financing. 


Conclusions 

(1) The comparison drawn is between a building designed 
100% to provide open floor area for office use on a “‘take it 
or leave it” basis, and an academic building designed to meet 
the particular requirements of a variety of users. 

(2) If the office area of the Arts I Building were contained in 
say nine contiguous floors, then perhaps this portion could be 
compared with a commercial building. Reference to the 
spatial relationship diagrams in the brief, however, indicates 
that such a layout is undesirable from the user’s point of 
view, as areas of common use, such as the language lab cannot 
be located to the best advantage of the various users. 


Few valid comparisons can be drawn between a commercial 
office building and an academic building. 


Facilities Provided 

1. An office building is designed to provide serviced office 
space on a number of typical floors, parking space in either 
basement or surface lots and perhaps some form of canteen 
facility. 

2. An academic building must provide space serviced and 
finished to meet the widely diversified needs of a variety of 
users. Office space is of course also provided, but the primar 
function is to provide teaching and research facilities whethe 
it be in classrooms, laboratories or studios. 


Of the total assignable area in an academic building, some- 
thing between 15 and 40% is normally office space. The cur- 
rent cost of an Arts Building in Ontario is approximately 
$30.00 per square foot, this figure being in effect the average 
cost of the various facilities provided in the building. Jf the 
office requirement of say 40% of the total area were con- 
tained within a separate building, then the cost of this build- 
ing as a separate entity, would be about $24.00 per square 
foot. On the other hand, the cost of a structure housing the 
remaining 60%, that in the classroom, laboratory and studio 
facilities, would be approximately $38.00 per square foot. 


It matters little from a cost point of view how the various 
facilities are grouped within the building. Each constitutes a 
part of the total requirement and omission or isolation of any 
one part renders the whole something short of satisfactory. 


Administrative and Contractual Arrangements 

Speculative office buildings are generally designed and built 
by a property developer, whose aim is to make money. 
Whether the developer employs his own design staff or 
retains a private firm, operates his own construction compan} 
or negotiates with an outside contractor matters little. He 
retains complete control over planning and construction at al 
times as indeed he must do if he wishes to remain solvent. 
The future occupants of the building generally play no part 
in the design or quality control of the building, but merely 
lease or purchase space within the building, much in the way 
they would purchase a car. 


The same is true of multiple speculatively built housing units 
which range in price from approximately $12.00 to $20.00 
per square foot. If an individual wishes to have a house built 
to his own design using materials selected by himself or his 
architect, then he will pay $25.00 per square foot or more for 
the privilege. He should however, on completion have a dwell- 
ing designed specifically to meet his requirements and free of 
all the annoying little things he would otherwise have had to 
put up with in a speculatively built unit. 


4 university building differs from an office building in much 
she same way. The planning of an academic building is a 
ime consuming task. All departments to be located in a new 
duilding are dealt with individually, their requirements 
athered, assessed and converted to square feet of building 
area. The building is thus very much of a “one-of” product, 
designed and equipped for a variety of highly specialized uses. 
bviously, it must be more expensive. 


The time lapse between initial planning of an academic build- 
ing and construction start is normally between thirty-six and 
forty-eight months. During this period many facets which 
affect the design of the building can change. Academic staff 
may relocate, programs alter and new equipment becomes 
available. Many of these changes can be incorporated in the 
working drawings and specifications, but in order to keep 
within a time schedule a ‘cut-off’ date has to be established, 
beyond which no further changes can be made before calling 
tenders. 


The construction phase of the project may take twenty 
months or more, from the signing of a contract, to occupa- 
‘tion of the building. As in the planning phase and for similar 
reasons, requests for changes will be made during construction. 
The owner pays a premium for such changes and must accept 
as inevitable the delays and increased administrative work 
which will arise as a direct result of his requests. 


Use of Buildings 

Office buildings as a rule are occupied from 9:00 a.m. to 5:00 
p.m. five days a week, fifty-two weeks a year. Use at other 
times is minimal. 


- University buildings are in use from approximately (9:00 a.m.) 
to 9:00 p.m. five days a week, eight months a year. For the 
remaining four months, it is reasonable to assume a use factor 
of six hours per day for two months, allowing for summer 
courses, conventions, etc. The university building has a use 


factor approximately 9% higher than that of the office building. 


Note: 

1. No weighting factor has been added to student use hours 
as opposed to office worker use hours. 

2. No allowance has been made for library and other areas 
on the campus which are in use seven days a week. 

3. No allowance has been made for the greater movement of 
people in a university building at class changes, etc. 

4. Equal occupancy has been assumed for both buildings, 
whereas in actual fact the academic building probably has 
a higher occupancy than the office building. 


In addition to having a higher use factor, an academic building 
also contains a greater variety of types of space than an office 
building. As a result, cleaning and maintenance is more com- 
plicated and higher in cost. \t is, therefore, of great importance 
during the design stage to select materials and systems which 
will give the best performance over a period of time, for the 
lowest outlay on maintenance. Above average initial expendi- 
ture can be readily justified by reliability and low maintenance 
cost. 
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APPENDIX 5 


Construction Trend Analysis 

The following quotation from the December 1970 Southam 
Building Guide indicates that the outlook for business invest- 
ment appears poor until late 1971. From the investors point 
of view, this fact may adversely affect the Spring 1971 build- 
ing trade wage settlements, since contract awards anticipate 
put-in-place investment by ten to twelve months. Thus, an 
accelerating recovery in the building industry can be antici- 
pated next year. The traditional consequence of such a 
recovery is increased construction costs. 


Finance Minister E.J. Benson—“‘He reported that, so far this 
year, economic growth has slowed significantly from last 
year; business investment and unemployment has risen more 
than was expected. Business spending in the first half of this 
year is 6% below last year and a far cry from the 15% in- 
increase expected in the Government’s capital investment 
intentions survey. In the first six months the economy had a 
real growth rate of not quite 2.5% compared with just under 
4.5% in the last half of 1969. And an even lower rate is 
expected in the second half of this year. 


Mr. Benson closely linked the rate of wage and salary 
settlements to corporate profits, and the profit outlook to 
business capital investment plans. Since profits depend on 
productivity (which has had a poor performance record this 
year) and wage costs (for which sizeable increases are built 
into the system for the next year), then the outlook for 
business investment appears to be fairly poor until late next 
year. 


The fact that CanaData’s contract award statistics have 
shown improved strength in the last three months (Aug., 
Sept., Oct.,) substantiates the analysis. Contract awards 
anticipate put-in-place investment ten to twelve months in 
advance. On that basis, improved business investment should 
show up in the last quarter of UOT 


Architectural Services Branch, 
Revised February 15th, 1971. 
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